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"VTOST of the following pagea were wi-itten by the late Pro- 
fessor Clerk Maxwell, about seveu years ago, and some of 
them were used by him as the text of a poition of hie lectures 
on Electricity at the Cavendish Laboratory. Very Uttle ap- 
peal's to have been added to the MS. during the last three 
or four years of Professor Maxwell's life, with the exception 
of a few fragmentary portions in the latter part of the work. 
This was partly due to the very great amount oF time and 
thought which he expended upon editing the Cavendish papers, 
nearly all of which were copied by his own hand, while the 
experimental investigations which he undertook in order to 
corroborate Cavendish's results, and the enquiries he made 
for the purpose of clearing up every obscure allusion in 
Cavendish's MS., involved an amount of labour which left 
him very little leisure for other work. 

"When the MS. came into the hands of the present Editor, 
the first eight chapters appeared to have been finished and 
were carefully indexed and the Articles numbered. Chapters 
IX and X were also provided with tables of contents, but the 
Articles were not numbered, and several references. Tables, etc., 
were omitted as well as a few sentences in the text. At the 
end of the table of contents of Chapter X three points to be 
treated were mentioned, viz. : — the Passage of Electricity at the 
surfaces of insulators ; Conditions of spark, etc. ; Electrification 
by pressure, fiiction, rupture, etc. : no Articles corresponding 
to these headings could be found in the text. Some portions 
of Chapters IX and S formed separate bvmdiea q^"^&S).,« 
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there was no indication of the place which they were intended 

to fill. This waa the case with Arts. 174-181 and 187-192. 
Arts. 194-196 and 200 also formed a separate MS. with no 
table of contents and no indication of their intended position. 

It was for some time under consideration by the friends of 
Professor Maxwell, whether the MS. should be published in 
its fragmentary form or whether it should be completod by 
another hand, so as to carry out as far as possible the authoi''a 
original design ; but before any decision had been arrived at 
it was su^ested that the book might bo made to serve the 
purposes of students by a selection of Articles from Professor 
Maxwell's Mectrmiy and Mat/netixni, so aa to make it in a 
sense complete for the portion of the subject covered by the 
first volume of the last-mentioned work. In accordance with 
this suggestion, a number of Articles have been selected from 
the larger book and reprinted. These ai-e indicated by a * 
after the number of the Article. Arts, 93-98 and 141 are 
identical with Arts. 118-123 and 58 of the larger treatise, but 
these have been reprinted in accordance with directions con- 
tained in Professor Maxwell's MS, 

In the arrangement of the Articles selected from the Elec- 
tricity and Magnedsm care has been taken to interfere as 
little as possible with the continuity of the MS. of the present 
work, and in some cases logical order has been sacrificed to 
this object, so that some subjects which are treated briefly in 
the earlier portions are reintroduced in the latter part of the 
book. In Chapter XII some articles are introduced from the 
larger treatise which may appear somewhat inconsistent with 
the plan of this book ; this has been for the sake of the prac- 
tical value of the results arrived at. The latter part of the 
note on pages 149 and 150 may be taken aa Professor Maxwell's 
own comment on the method proposed in Art. 186, written a few 
years subsequently to that Article. 

All references, for the accuracy of which Professor Maxwell 
is not responsible, and all Tables, notes, or interpolations in- 
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serted by the Editor, are enclosed in square brackets. Thia 
system has not been carried out in the table of contenta, but 
the portion of this contained in Professor MasweU's MS. ia 
Btated above. 

Of the Author's Preface the portion here given is all that 
has been found. 

W. G. 
Camebibge ; 

August, 1881, 



PEEFAOE TO THE SECOND EDITION. 

"^TTHEN it became necessaiy to reprint this work, it appeai'ed 
to some desirable that coi'tain changes should be made, 
and especially that the articles taken from the larger work of 
Professor Clerk Maxwell should be omitted. When the iii-st 
edition was published, very few books on electrical measuremfflits 
were available to the student ; but since that time, the literatui-e 
of the subject has developed enormously, and there is no longer 
the same reason for extending this book beyond the limits of 
the Author's MS. In addition to this some of the Articles taken 
I from the larger book assume a knowledge on the part of the 
I student which is not to be obtained from the chapters of thia 
work. On careful consideration it was, however, thought best 
that no change should be made, and, except for a few slight cor- 
rections, the present edition is simply a reprint of the former. 

W. G 
Newcabtle-upon-Tyn'E : 
Augiiet, r88B. 
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f I^HE aim of the following troatiBe is different from that of my 
-*- laiger treatise on electricity and magnetism. In the larger 

treatise the reader ia supposed to be familiar with the higher 
mathematical methods which are not used in this book, and his 
studies are bo dii^octed as to give Viitn the power of dealing 
mathematicaJly with the various phenomena of the science. In 
this smaller book I have endeavoin-ed to present, in as compact 
a fonn as I can, those phenomena which appear to throw light 
on' the theory of electricity, and to use them, each in it* place, 
for the development of electrical ideas in the mind of the reader. 

In the larger treatise I sometimes made use of methods which 
I do not think the best in themselves, but without which the 
student cannot follow the investigations of the founders of the 
Mathematical Theory of Electricity. I have since become more 
convinced of the superiority of methods akin to those of Faraday, 
and have therefore adopted them from the first. 

In the first two chapters experiment* are described whidi 
demonstrate the principal facta relating to electric charge con- 
sidei'ed as a quantity capable of being measured. 

The third chapter, ' on electric work and energy,' consists of 
deductions from these facts. To those who have some acquain- 
tance with the elementary parts of mathematics, this chapter 
may be useful as tending to make their knowledge more precise. 
Those who are not ao prepared may omit this chapter in their 
first reading of the book. 

The fourth chapter desciibes the electric field, or the region in 
which electric phenomena are exhibited. 
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CHAPTER I. 



Experiment I. 
Electrifeation iy Friction. 

1.] Take a stick of sealing-wax, rub it on woollen cloth or 
flannel, and then biin^ it near to some shreds of paper strewed on 
the table. The shreds of paper will move, the lighter ones will 
raise themselves on o^ie end, and some of them will leap n|> to the 
sealing-wax. Those which leap up to the aealing-wax sometimes 
stick to it for awhile, and then fly away from it snddeuly. It 
appears therefore that in the space between the sealing-wax and 
the table is a region in which small bodies, snch as shreds of paper, 
are acted on by certain forces which cause them to assume par- 
ticnlar positions and to move sometimes from the table to the 
sealing-wax, and sometimes from the sealing-wax to the table. 

These phenomena, with others related to them, are called electric 
phenomena, the bodies between which the forces are manifested are 
said to be electrified, and the region in which the phenomena take 
place is called the electric field. 

Other substances may be used instead of the sealing-wax. A 
piece of ebonite, gutta-percha, resin or shellac will do as well, and 
80 will amber, the substance in which these phenomena were first , 
noticed, and from the Greek name of which the word electric is 
derived. 

The substance on which these bodies are rubbed may also be 

varied, and it is found that the fur of a cat's skin excites them i 

I better than flannel. I 

It '" '' "■ that in this experiment only those parts of the 
surf! ling-wax which were rubbed exhibit thasa ■^■st- I 
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nomena, and that some parts of the nibbed suriflce are apparently 
more active than others. In fact, the distribution of the electri- 
fication over the Burface depends on the previous history of the 
sealing-wax, and this in a manner so complicated that it wonld be 
very difficult to investigate it. There are other bodiee, however, 
which may be electrified, and over which the electrification is 
always distributed in a definite manner, We prefer, therefore, in 
our experiments, to make use of such bodies. 

The fact that certaiu tiodies aft-er being rubbed appear to attaiact 
other bodies was known to the ancients. In modem times many 
other phanomena have been observed, which have been found to be 
related to these [ihenomena of attraction. They have been classed 
under the name of elfctric phenomena, amlier, riKtKTpov, having 
been the substance in which they were first described. 

Other bodies, particularly the loadstone and pieces of iron and 
steel which have been subjected to certain processes, have also been 
long known to exhibit phenomena of action at a distance. These 
phenomena, with others related to them, were found to differ from 
the electric phenomena, and have been classed under the name of 
magnetic phenomena, the loadstone, jiayurjr, being found la 
Magnesia*. 

These two classes of phenomena have since been found to be 
related to each other, and the relations between the various pheno- 
mena of both classes, so far as they are known, constitute the 
science of Electromagnetii 



Experiment II, 

Electrification of a Conductor. 
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2.] Take a metal plate of any kind (a tea-tray, turned upside 
down, is convenient for this purpose) and support it on three dry 
wine glasses. Now place on the tabic a plate of ebonite, a sheet 
of thin gntta-percha, or a well-dried sheet of brown paper. Rub it 
lightly with fur or llannel, lift it up from the table by its edges 
and place it on the inverted tea-tray, taking care not to touch the 
tray with your fingers. 

* The DamD ot Mngiicalft liu been riven to two iHxtricta, une in Lydia, the other in 
Theaeol;. ^olh ntem tu luv* liean oeli-hrated for t!ie<r minEral prodactii, and seTenl 
■nbetanceii bitve liei'ii kiinwn by tliti niHne of magTuiBin bosidi^B that which modcim. 
chemiHta hnnw by (hitl tinme, Thi> iomletone, the toncliBtone, and meerBchkDm, 
Beam however tu iibvd Iwhh the principal BlibstaiioeH which W( " ^ " ' 

ftud uagnetia, Mid thoao am gwierally undentood to ba I^dixi i 
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3-] ELECTRIFICATION OF A CONDUCTOE. 3 "1 

It will be found that the tray is now electrified. Shreda of 
paper or g^old-Ieaf placed below it will fly up to it, and if the 
tnnckle is broug'ht near the edp^ of the tray a spark will pass ] 
between the tray and the knuckle, a peculiar sensation will be felt, 1 
and the tray will no longer exhibit electrical phenomena. It is I 
then said to be discharged. If a metal rod, held in the band, be | 
brought near the tray the phenoaiena will be nearly the same. | 
The spark will be seen and the tray will be discharged, but the 
sensation will be slightly different. 

If, however, instead of a metal rod or wire, a glasB rod, or stick 
of sealing-wax, or a piece of gutta-percha, be held in the hand and | 
brought up to the tray there will be no spark, no sensation, and ] 
no discharge. The discharge, therefore, takes place through metab 
and through the human body, but not through glass, sealing-wax, 
or gutta-percha. Bodies may therefore be divided into two ' 
clafises : conductors, or those which transmit the discharge, and 
non-conductors, through which the discharge does not take place. 

In electrical experiments, those conductors, the charge of which | 
we wish to maintain constant, must be supported by non-conducting 
materials. In the present experiment the tray was supported on j 
wine glasses in order to prevent it from becoming discharged. 
Pillars of glass, ebonit*, or gutta-percha may be used as supports, 
or the conductor may be suspended by a white silk thread. Solid j 
non-conductors, when employed for this purpose, are called iiuu- I 
iMoTS. Copper wires are sometimes lapped with silk, and some- I 
times enclosed in a sheath of gutta-pereba, in order to prevent I 
them from being in electric communication with other bodies. I 
They are then said to be insulated. I 

The metala are good conductors ; air, glass, resins, gutta-percha, I 
caontchoue, elxmite, paraffin, &c., are good insulators ; but, as we I 
shall find afterwards, all substances resist the passage of electricity, I 
and all substances allow it to pass though in exceedingly different | 
degrees. For the present we shall consider only two classes of I 
bodies, good conductors, and good insulators. 

Experiment III. 
Pogitive and Negative Medrijlcaiion. 
3.] Take another tray and insulate it as before, then after 
diechai^ng the iirst tray remove the electrified sheet from it and 
iMCond tray. It will be found that both t\-a.^«. wsfe 
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now electrified. If a Bmall ball of elder pith euspendod by a white 1 
silk thread* he made to touch the first tray, ifc wilt be immediately 
repelled from it but attracted towards the second. If it is now 
allowed to touch the second tray it will be repelled from it but 
attracted towards the first. The electrifications of the two trays 
are therefore of opposite kinds, since each nttracte what the other 
repels. If a metal wire, attached to an ebonite rod, be made to 
touch both trays at once, both trays will be completely discharged. 
If two pith balls bo used, then if both have been made to tonch 
the same tray and then hung up near each other they are found 
to repel each other, but if they have been made to touch different 
trays they attract each other. Henee bodies when electrified in 
the same way are repelled from each other, but when they are 
electrified in opposite ways they are attracted to each other. 

If we distinguish one kind of electrification by calling it positive, 
we must call the other kind of electrification neffative. We have 
no physical reason for assigning the name of positive to one kind 
of electrification rather than to the other. All scientific men, 
however, are in the habit of calling that kind of electrification 
]X)sitive which the surface of polished glass exhibits after having 
been rubbed with zinc amalgam spread on leather. This is a 
matter of mere convention, but the convention is a useful one, 
provided we remember that it is a convention as arbitraiy as 
that adopted in the diagrams of analytical geometry of calling 
horizontal distances positive or negative according as they are 
measured towai'ds the right or towards the left of the point of 
reference. 

In our experiment with a sheet of gutta-percha excited by 
fiannel, the electrification of the sheet and of the tray on which 
it is placed is negative ; that of the flannel and of the tray from 
which the gutta-percha has been removed is positive. 

In whatever way electrification is produced it is one or other of 
these two kinds. 

Experiment IV, 

Tke Elecirophorm of Folta. 

4.] This instrument is very convenient for electrical experimenta , 

and is much more compact than any other electrifying apparatus, j 
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- It consists of two disks, and an insulation handle which can be 
screwed to the hack of either plate. Ooe of these disks eonsists 
of resin or of ebonite in front suppoi-ted by a metal back. In the 
centre of the disk is a metal pin*, which is in connection with the 
metal back, and just reaches to the level of the surface of the 
ebonite. The surface of the ebonite is electrified by striking it 
with a piece of flannel or cat's fiir. The other disk, which is 
entirely of metal, is then brought near the ebonite disk by means 
of the insulating handle. When it comes within a certain distance 
of the metal pin, a spark passes, and if the disks are now separated 
the metal disk is found to be charged positively, and the disk of 
ebonite and metal to he charged negatively. 

In using the instrument one of the disks is kept in connection 
with one conductor while the other is applied alternately to the 
first disk and to the other conductor. By this process the two 
conductors will become charged with equal quantities of electricity, 
that to which the ebonite disk was applied becoming negative, 
while that to which the plain metal disk was applied becomes 
positive. 

Electromotive Fokce. 

5.] Definition. — W/iatever produces or tends to produce a (rangfer 
of Electrification is called Electromotive Force. 

Thus when two electrified conductors are connected by a wire, 
and when electrification is transferred along the wire from one 
body to the other, the tendency to this transfer, which existed 
before the introduction of the wire, and which, when the wire is ■ 
introduced, produces this transfer, is called the Electromotive 
Poreej'/tJM the one body to the other along the path marked out 
by the wire. 

To define completely the electromotive force from one point to 
another, it is necessary, in general, to specify a particular path from 
the one point to the other along which the electromotive force is 
to be reckoned. In many cases, some of which will be described 
when we come to electrolytic, thermoelectric, and electromagnetic 
phenomena, the electromotive force from one point to another may 
be different along different paths. If we restrict our attention, 
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however, as we must do in this part of our subject, to the theory of - 
the equilibrium of electricity at rest, we shall find that the electro- 
motive force from one point to another is the same for all paths 
diawn in air from the one point to the other. 



Electeic Potential, 

6,] The electromotive force from any point, along a path drawn 
in air, to a certain point chosen as a point of reference, is called 
the Electric Potential at that point. 

Since electrical phenomena depend only on differences of poten- 
lial, it is of no consequence what point of reference we assume for 
the zero of potential, provided that we do not change it during 
the same series of measurements. 

In mathematical treatises, the point of reference is taken at an 
infinite distance from the electrified syjstem under consideration. 
The advantage of this is that the mathematical expression for the 
jioteotial due to a small electrified body is thus reduced to its 
simplest form. 

In experimental work it is more convenient to assume as a point 
of reference some object in metallic connection with the earth, such 
as any part of the system of metal pipes conveying the gas or 
water of a town. 

It is often convenient to assume that the walls, floor and ceiling 
of the room in which the experiments are carried on has conducting 
power suflicient to reduce the whole inner sm-face of the room to 
the same potential. This potential may then be taken for zero. 
When an insti-uraent is enclosed in a metallic case the potential 
of the case may be assumed to be zero. 

Poteniial of a Conductor. 

7,] If the potentials at difierent points of a uniform conductor 
are different there will be an electric current from the places of 
high to the places of low potential. The theory of such currents 
will be explained afterwards (Chap. ix). At present we are dealing 
with cases of electric equilibrium in which there are no currents. 
Hence in the cases with which we have now to do the potential 
at every point of the conductor must be the same. This potential 
is called the potential of the conductor. 

The potential of a conductor is usually defined as the potentjtj 
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of any point in the air infinitely close to tlie Burfaoe of the con- 
ductor. Within a noai'ly closed cavity in the conductor the | 
jjotential at any point in the air is the same, and by making the j 
experimental determination of the potential within such a cavity i 
we get rid of the difficulty of dealing with points infinitely close 1 
to the surface. 

8,] It is found that when two different metals are in contact and 
in electric equilibrium their potentials a^ thus defined are in general 
different. Thus, if a copper cylinder and a zinc cylinder are held 
in contact with one another, and if first the copper and then the 
zinc cylinder is made to surround the flame of a spirit lamp, the 
lamp being in connection with an electrometer, the lamp rapidly 
acquires the potential of the air within the cylinder, and the 
electrometer yhews that the potential of the air at any point within 
the zinc cylinder is higher than the potential of the air within the 
copper cylinder. We shall return to this subject again, but at . 
present, to avoid ambiguity, we shall Buppose that the conductors | 
with which we have to do consist all of the same metal at the same j 
temperature, and that the dielectric medium is air. 

9,] The region of space in which the potential is higher than I 
a certain value is divided from the region in which it is lower than 
this value by a surface called an equipotential surface, at every 
point of which the potential has the given value. 

We may conceive a aeries of equipotential surfaces to be de- 
scribed, coiTesponding to a series of potentials in arithmetical order. , 
'Vhe potential of any point will then be indicated by its position in \ 
the series of equipotential surfaces. 

No two different equipotential surfaces can cut one another, for ' 
no point can have two different potentials. 

10.] The idea of electric potential may be illustrated by com- 
paring it with pressure in the theory of fluids and with temperatnie j 
in the theory of heat. 

If two vessels containing the same or different fluids are put into ' 
communication by means of a pipe, fluid will flow from the vessel 
in which the pressure is greater into that in which it is less till the 
pressure is equalized. This however wiU not be the case if one 
vessel is higher than the other, for gravity has a tendency to make 
the fluid pass from the higher to the lower vessel, 

SimilaiOy when two electrified bodies are put into electric com- 
munication by means of a wire, electrification will be transferred 
the body of higher potential to the body of tower potential^ J 
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onleM then is an elcctromotiTe force tendiog to nrge electricity 
fran one of tbeee bodies to the other, as in the cue of z 
«oppet above meDtjoned. 

Agun, if two bodies at diflerent temperatores are placed iiH 
thermal commanication either by actual contact or by nuliatioa. 
beat will be tranEferred from the body at the Mg'ber temperature 
to the body at the lower tempentoie till the temperature of the 
two bodies becomes equalized. 

The analogy between tcmperatore and potential must not 1 
aseumed to extend to all parts of the phenomena of heat aiu 
electricity. Indeed this analogy breaks down altogether when it U 
applied to tho§e cases in which heat is generated or destroyed. 

We most also remember that temperature corresponds to a reaj^ 
phydcal state, whereae potential is a mere mathematical quantity 
the value of which depends on the point of reference which % 
chooee. To raise a body to a high temperature may melt oT^ 
volatilize it. To raise a body, together with the vessel which eui- 
roands it, to a high potential produces no physical effect whatever 
on the body. Hence the only part of the phenomena of electricity -■ 
and heat which we may regard as analogous is the condition of tl 
transfer of heat or of electricity, according as the temperature o 
the potential is higher in one body or in the other. 

With respect to the other analogy — that between potential g 
fluid pressure — we must remember that the only respect in whi 
electricity resembles a fluid is that it is capable of flowing along" 
conductors as a fluid flows in a pipe. And here we may introduce 
once for all the common phrase TAe Electric Fluid for the purpose 
of warning our readers against it. It is one of those phrases, 
which, having been at one time used to denote an observed iact^ 
was immediately taken up by the public to connote a whole system 
of imaginary knowledge. As long as we do not know whether 
positive electricity, or negative, or both, should be called a sub- 
stance or the absence of a substance, and as long as we do not 
know whether the velocity of an electric current is to be measured 
by hundreds of thousands of miles in a second or by an hundredth of 
an inch in an hour, or even whether the cun-ent flows from positive 
to negative or in the reverse direction, we must avoid speaking c 
the electric fluid. 
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GOLD-LEAF ELECTROSCOPE. 



On Electroscopes. 

11.] An electroscope is an instrument by means of which the 
existence of electrification may be detected. All electroscopes are 
capable of indicating with more or lees aeeni'aj^y not only the 
existence of electrification, but its amount. Such indications, how- 
ever, though sometimes very useful in guiding the experimenter, 
are not to be regarded Eta fnmiBhing a numerical measurement of 
the electrification. Instruments so constructed that their indi- 
cations afford data for the numerical measurement of electrical 
quantities are called Electrometers, 

An electrometer may of course be used a.s an electroscope if it is 
sufficiently sensitive to indicate the electrification in question, and 
an instrument intended for an electroscope may, if its indications 
are sufficiently uniform and regular, be used as an electrometer. 

The class of electroscopes of simplest construction is that in 
which the indicating part of the instrument consists of two light 
bodies suspended side by side, which, when electrified, repel each 
other, and indicat« their electrification by separating from eaoh 
other. 

The suspended bodies may be balls of elder pith, gilt, and hung 
up by fine linen threads {which are better conductors than silk or 
cotton), or pieces of straw or strips of metal, and in the latter case 
the metal may be tinfoil or gold-leaf, thicker or thinner according 
to the amount of electrification to be measured. 

We shall suppose that our electroscope is of the most delicate 
kind, in which gold leaves are employed (see Fig. 1). The indi- 
cating apparatus /, I, is generally fastened to one 
end of a rod of metal L, which passes through an 
opening in the top of a glass vessel G. It then 
hangs within the vessel, and is protected from 
currents of air which might produce a motion of 
the suspended bodies liable to be mistaken for 
that due to electrification. 

To test the electrification of a body the electrified 
body is brought near the disk L at the top of the 
metal rod, when, if the electrification is strong 
enough, the suspended bodies diverge from one 
another. 

The glass case, however, is liable, as Faraday pointed out, to , 
I bccmna itwlf Mectrilied, and when glass is electrified it ia -^gr^j 




Fig. 1. 
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difficult to ascertain by experiment tbe amount and the dietribution ' 
of its electritication. There is thus introduced into the experiment 
u new force, the nature and amount of which are unknown, and this 
interferes with the other forces acting on the gold leave*, so that 
their divcrfjence can no longer be taken as a tme indication of 
their electritication. 

The best method of getting rid of this uncertainty is to place 
within the glagH case a metal vessel which almost surronads tbe 
gold leaves, this vessel being connected with the earth. When the 
gold leaves are electrilied the inside of this vessel, it is true, becomes 
oppositely electrified, and so increases the divergence of the gold 
leaves, but the distribution of this electrification is always strictly 
dependent on that of the gold leaves, so that the divergence of the 
gold leaves is stili a true indication of their actual electrical state. 
A continuous metal vessel, however, is opaque, so that the gold 
leaves cannot be seen from the outside. A wire cage, however, 
may be used, and this is found quite sufficient to shield the gold 
leaves from the action of the glass, vrhile it docs not prevent them 
from being seen. 

The disk, i, and the upper part of the rod which supports the 
gold leaves, and another piece of metal M, which is connected with 
the cage m, ?», and extends beyond the case of the instrument, are 
called the ekctrodea, a name invented by Faraday to denote the fca^a 
by which the electricity gets to the vital parts of the instrument. 

The divergence of the gold leaves indicates that the potential of 
the gold leaves and its electrode is different from that of the sur- 
rounding metal cage and its electrode. If the two electrodes are . 
connected by a wire the whole instrument may be electrified to ai^S 
extent, but the leaves will not diverge. 

Experiment V, 
The divergence of the gold leaves docs not of itself indies 
whether their potential ia higher or lower than that of the cageg 
it only shews that these potentials are different. To ascertai 
which has the higher potential take a rubbed stick of sealing-wai 
or any other substance which we know to be negatively electrified^ 
iind bring it near the electrode which carries the gold leaves. If| 
tlie gold leaves are negatively electrified they will diverge more f 
the sealing- wax approaches the rod which carries them ; but if they 
are positively electrified they will tend to collapse. If the electri- 
fication of the sealing-wax is considetable with respect to that of 
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the gold leaves they will first collapse entirely, but will again 
opeix oat as the sealing'-wax is brought nearer, shewing that they 
are now negatively electrified. If the electrode M belonging to 
the cage is insolated from the earth, and if the sealing-wax is 
bronght near it, the indications will be exactly reversed ; the leaves, 
if electrified positively, will diverge more, and if electrified nega- 
tively, will tend to collapse. 

If the testing body used in this experiment is positively elec- 
trified, as when a glass tube rubbed with amalgam is employed, the 
indications are all reversed. 

By these methods it is easy to determine whether the gold leaves 
are positively or negatively electrified, or, in other words, whether 
their potential is higher or lower than that of the cage. 

12.] If the electrification of the gold leaves is considerable the 
electric force which acts on them becomes much greater than their 
weight, and they stretch themselves out towards the cage as far as 
they can. In this state an increase of electrification produces no 
visible efiect on the electroscope, for the gold leaves cannot diverge 
more. If the electrification is still further increased it often happens 
I that the gold leaves are torn off from their support, and the instru- 
ment is rendered useless*. It is better, therefore, when we have to 
' deal with high degrees of electrification t-o use a less delicate in- 
i stroment. A pair of pith balls suspended by linen threads answers 
I very well ; the threads answer sufficiently well as conductors of elec- 
I trieity, and tbe balls are repelled from each other when electrified. 
' For very small differences of potential, electroscopes much more 
' sensitive than the ordinary gold-leaf electroscope may be used. 

Thomson's Quadrant Electeometee. 

13.] In Sir William Thomsons Quadrant Electrometer the 

indicating part consists of a thin flat strip of alumininm (see 

Fig. 2) called the needle, attached to a vertical axle of stout 

platinum wire. It is hung up by two silk fibres x, y, so as to 

bo capable of turning about a vertical axis under the action of 

the electric force, while it always tends to return to a definite 

L position of equilibrium. The axis carries a concave mirror i by 

I which the image of a fiame, and of a vertical wire bisecting the 

I flame, is thrown upon a graduated scale, so as to indicate the 

[ motion of the needle round a vertical axis. The lower end of 

■niied that the goU IpoTua toucli 
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the axle dips info sulphuric acid contained in the lower parti 
the glass case of the inatrunient, and tima puts the needle into 
electrical connection with the acid. The lower end of the asle 
also can'iea a piece of platinum, immersed in the acid which serves 
to check the vibrations of the needle. The needle hangs within 
a shallow cylindrical brass box, with circular apertures in the 
centre of its top and bottom. This box 
is divided info four quadrants, a, 6, c, if, 
which are separately mounted on glass 
stems, and thus inaulated Irom the case 
and from one another. The quadi'ant i 
is removed in the figure to shew the 
needle. The jioaition of the needle, when 
in equilibrium, is such, that one end is 
half in the quadrant a and half in c, 
while the other end is half in b and 
half in d. 

The electrode I is connected with the 
quadrant a and also with rl through the 
wire w. The other electrode, m, is con- 
nected with the quadrants 5 and c. 

The needle, w, is kept always at a 

high potential, generally positive. To 

test the difference of potential between 

any body and the earth, one of the electrodes, say m, is connected 

to the earth, and the other, I, to the body to be tested. 

The quadrants b and c are therefore at potential zero, the_ 
quadrants a and d are at the potential to be tested, and the needle 
;* is at a high positive potential. 

The whole surface of the needle is electrified positively, and 
the whole inner surface of the qnudrants is electrified negatively, 
but the greatest electrification and the greatest attraction is, other 
things being equal, where the difference of potentials is greatest. 
If, therefore, the potential of the quadrants a and d is positive, 
the needle will move from a and d towards 1/ and c or in the 
direction of the hands of a watch. If the potential of a and d is 
negative, the needle will move towards these quadrants, or in the 
opposite direction to that of the hands of a watch. 

The higher the potential of the needle, the greater will be the 
force tending to turn the needle, and the more distinct will be the 
indications of the instrument. 




Fig. 2. 
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Idioitatic and ITeterottatic Indrumenis. 

14.] In the gold-leaf electroscope, the only el eofriii cation in 
the field is the electrification to be tested. In the Quadrant 
Electrometer the needle is kept always chaig-ed. Instruments in 
which the only electrification is that which we wish to test, are 
catted Idiostatic. Those in which there is elect tification inde- 
pendent of that to be tested are called Heterostatic. In an 
idiostatic instrument, like the gold-leaf electroscope, the indications 
are the same, whether the potential to be tested is positive or 
negative, and the amount of the indication is, when very small, 
nearly as the square of the difference of potential. In a hetero- 
static instrument, like the quadrant electrometer, the indication 
is to the one side or to the other, as the potential is positive or 
negative, and the amount of the indication ia proportional to the 
difference of potentials, and not to the square of that difference. 
Hence an instrument on the heterostatic principle, not only in- 
dicates of itself whether the potential is positive or negative, but 
when the potential is very small its motion for a small variation 
of potential is as great as when the potential is large, whereas in 
the gold-leaf electroscope a very small electrification does not cause 
the gold leaves to separate sensibly. 

In Thomson's Quadrant Electrometer there is a contrivance by 
which the potential of the needle is adjusted to a constant value, 
and there are other organs for special purposes, which are not 
represented in the figure which is a mere diagram of the most 
essential parts of the insti-ument. 

On Iksolatohs. 

15.] In electrical experiments it is often necessary to support 
, an electrified body in such a way that the electricity may not 
I escape. For this purpose, nothing is better than to set it on a 
[ stand Bupporticd by a glass rod, provided the surface of the glass 
is quite dry. But, except in the very driest weather, the surface 
I of the glass has always a little moisture condensed on it. For 
L this reason electrical apparatus is often placed before a fire, before 
L it is to be used, so that the moisture of the air may not condense 
\ on the warmed surface of the glass. But if the glass is made 
\ixm warm, it loses its insulating power and becomes a good 
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Ilenee it is best to adopt a methml hy which the surface of the 
glass may Iw kept dry without heatinjr it. 

The insulating stand in the figure consists of a gkas vessel C, 
with a boss rising np in the middle to which 
is cemented the fjlass pillar a a. To the upper 
part of this pillar is cemented the neck of the 
bell glass B, which is thus supported so that 
its rim is within the vessel C, but does not 
touch it. The pillar a carries the stand A on 
which the body to be insulated is placed.. 

In the vessel C is placed some strong sol- 
phnric acid e, which fills a wide shallow moat 
round the bos9 in the middle. The air within 
the bell glass B, in contact with the pillar a, is 
thus dried, and before any damp air can enter 
this part of the instrament, it must pass down between C and B 
and glide over the surface of the eulphuric acid, so that it is 
thoroughly dried before it reaches the glass pillar. Such an in- 
sidating stand is very valuable when delicate esperiments have to 
l>e pei'fonned, For rougher purposes insulating stands may be 
made with pillars of glass varnished with shellac or of sealing-wax 
or ebonite. 

16,] For carrying about an electrified conductor, it is very 
convenient to fasten it to the end of an ebonite rod. Ebonite, 
however, is very easily electrified. The slightest touch with the 
hand, or friction of any kind, is sufficient to render its surface eo 
electrical, that no conclusion can be drawn as to the electrification 
of the conductor at the end of the rod. 

The rod th€»efore must never be touched but must be carried 
by means of a handle of metal, or of wood covered vrith tinfoil, 
and before making any experiment the whole surface of the ebonite 
must be freed from electrification hy passing it rapidly through a 
flame. 

The sockets by which the conductors are fast-ened to the ebonite 
rods, should not project outwards from the conductors, for the 
electricity not only accumulates on the projecting parts, but creeps 
over the surface of the ebonite, and remains there when the 
electricity of the conductor is discharged. The sockets should 
therefore be entirely within the outer surface of the conductors 

It is convenient to have a brass ball (Fig. 4), one inch in 
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diameter, a cylindrical metal veesel (Fig. 5) about three inches 
in diameter and five or six inches deep, a pair of disks of tin 
plate (Figs. 6, 7), two inches in diameter, and a thin wire about 
a foot long (Fig. 8) to make connection between electrified bodies. 
These should all be mounted on ebonite rods (penholders), one 
eighth of an inch in diameter, with handles of metal or of wood 
covered with tinfoil. 
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17.] Takk any deep vessel of metal, --a pewter ice-pail was naed 
bv Faraday. — a piece of wire ^uze rolled into a cylinder and set 
on a metal plate ia very convenient, ob it allows any object within 
it to be seen. Set this vessel on an insnlating stand, and place 
an electroscope near it. Connect one electrode of the electroscope 
|>erman6ntly with the earth or the walk of the room, and the 
other with the insulated vessel, either permanently by a wire 
reaching from the one to the other, or occasionally by means of 
11 wire carried on an elionite rod and made to touch the vessel 
und the electrode at the same time. \Ve shall generally suppose 
the vessel in permanent connection with the elec- 
troscope. The simplest way when a gold-leaf 
electroscope is used is to set the vessel on the 
top of it. 

Take a metal ball at the end of an ebonite rod, 
eleetriiy it by means of the electrophorns, and 
carrying it by the rod as a handle let it down into 
the metal vessel without touching the sides. 

As the electrified ball approaches the vessel the 
indications of the electroscope continually increase, 
but when the ball is fairly within the vessel, that 
is when its depth below the opening of the vessel 
becomes considerable compared with the diameter 
of the opening, the indications of the electroscope no longer in- 
crease, but remain unchanged in whatever way the ball is moved 
about within the vessel. 

This statement, which is approximately true for any deep vessel, 
is rigorously true for a closed vessel. This may be shewn by 
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closing the moutli of the vessel with a metal lid worked by means 
of a eilk thread. If the electrified hall he drawn, up and let 
down in the vessel by naeans of a silk thread passing through a 
hole in the lid, the external electrification of the vessel as in- 
dicated by the electrometer will remain unchanged, while the ball 
changes its position within the vessel. The electrifi- 
cation of the gold leaves when tested is found to he 
of the »ame kind as that of the hall. 

Now touch the outside of the vessel with the finger, 
so as to put it in electric communication with the 
floor and walls of the room. The external electrifies^ 
tion of the vessel will he dischaxged, and the gold 
leaves of the electroscope will coUaiJse. If the ball be 
now moved about within the vessel, the electroscope 
will shew no signs of electrification ; but if the ball 
be taken out of the vessel without touching the sides, 
the gold leaves will again diverge as much as they did Fig. lo. 
during the first part of the experiment. Their electri- 
fication however will be found to be of the oppoiile kind from 
that of the ball. 

EXTEBIMBNT VII. 

To compare the charges or total ElectriJlcatioH of two 
dectrified balh. 

18.] Since whatever be the position of the electrified bodies 
within the vessel its external electrification is the same, it must 
depend on the total electrification of the bodies within it, and 
not on the distribution of that electrification. Hence, if two halls, 
when alternately let down into the vessel, produce the same diver- 
gence of the gold leaves, their charges must be equal. This may 
be further tested by discharging the outside of the vessel when 
the first ball is in it, and then removing it and letting the second 
ball down into the vessel. If the charges are eq^ual, the electro- 
scope will still indicate no electrification. 

If we wish to ascertain whether the charges of two bodies, 
oppositely electrified, ore numerically equal, we may do bo by 
discharging the vessel and then letting down both bodies into 
it. If the charges are equal and opposite, the electroscope will not 
be a&cted. 



t8 to discharge a body completely. 

Experiment VIII. 

JfAea an electrified hody is Auiig vp leUAin a dosed metallic vettel, 
the total electrificalum of the inner luiface of the vesiel U equal 
and opposite to that of the body, 

19.] After hanging the body within the vessel, discharge the 
external electrification of the veeael, and hang up the whole within 
a larger vessel connected with the electroscope. The electrcfioope 
will indicate no electrification, and will remain iinaSbeted even 
if the electrified body be taken out of the smaller vessel and moved 
about within the larger vessel. If, however, either the electrified 
body or the smaller vessel be removed from the large vessel, the 
electroscope will indicate positive or negative electrification. 

When an electrified body is phiced within a vessel free of chai^, 
the external electrification is equal to that of the body, Thia 
follows from the fact already proved that the intenial electrifica- 
tion is equal and opposite to that of the body, and from the cir- 
cumstance that the total charge of the vessel is zero. 

But it may also he proved experimentally by placing, first the 
electrified body itself, and then the electrified body surrounded 
by an uncharged vessel, within the larger vessel and observing 
that the indications of the electroscope are the same in both 



EXPEEIMENT IX. 

When an eledrifed body is placed within a closed vessel and then 
put into electrical conneclioit with the vessel, ike body is cotit- 
pletely discharged. 

20.] In performing any of the former experiments bring the 
electrified body into contact with the inside of the vessel, and 
then take it out and test its charge by placing it witiiin another 
vessel connected with the electroscope. It will be found quite 
free of charge. This is the case however highly the body may 
have been originally electrified, and however highly the vessel 
itself, the inside of which it is made to touch, may be electrified. 

If the vessel, during the experiment, is kept connected with the 
electroscope, no alteration of the external electrification can be 
detected at the moment at which the electrified body is made to 
touch the inside of the vessel. This affords another pioof that 
the electrification of the interior surface is equal and opixwita to 
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that of the electrified body within it. It also shewa that when 
there is no electrified body within the surface every part of that 
sor&ce is &ee from charge. 



I 




EsPEaiMENT X. 

To charge a vessel with any nvm&er of times the charge of a given 
electrified body. 

21.] Place a smaller vessel within the given vessel so as to be 
insulated from it. Place the electrified body within the inner 
vessel, taking care not to discharge it. The ex- 
terior charges of the inner and outer vessels will 
now be equal to that of the body, and theit in- 
terior charges will be numerically equal but of 
the opposite kind. Now make electric connection 
between the two vessels. The exterior charge of 
the inner vessel and the interior charge of the 
outer vessel will neutralise each other, and the 
outer vessel will now have a charge equal to that 
of the body, and the inner vessel an equal and op- 
posite charge. 

Now remove the electrified body ; take out the 
inner vessel and dischai^ it ; then replace it ; 
place the electrified body within it ; and make contact between the 
vessels. The outer vessel has now received a double charge, and 
by repeating this process any number of charges, each equal to 
that of the electrified body, may be communicated to the outer 
TBsaeL 

To charge the outer vessel with electrification opposite to that 
of the electrified body is still easier. We have only to place thw 
electrified body within the smaller vessel, to put this vessel for a 
moment in connection with the walls of the room so as to dis- 
charge the exterior electrification, then to remove the eleetrilied 
body and carry the vessel into the inside of the larger vessel and 
it into contact with it so as to give the larger vessel its 
itive charge, and then to remove the smaller vessel, and to 
this process the required number of times. 

i thus a method of comparing the electric charges of 
ies without discharging them, of producing charges 
iven electrified body, and either q£ ^Jbb 
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Fig. 11. 





or of opposite si^e, and of adding; any nnmber of Each charts 
together. 

22.] In this way we may illustrate and test tho truth of the 
following' laws of electrical phenomena. 

I. The total electrification or charge of a body or system of 
bodies remains always tho same, except in bo far as it receives 
electrification from, or gives electrification to other bodies. 

In all electrical experiments the electrification of bodies is found 
to change, but it is always found that this change arises from 
defective insulation, and that as the means of insulation are im- 
proved, the loss of electrification becomes less. We may therefore 
assert that the electrification of s body cut off from electrical com- 
munication with all other bodies by a perfectly insulating medium 
would remain absolutely constant. 

II. When one body electrifies another by conduction the total 
electrification of the two bodies remains the same, that is, the one 
loses as mnch positive or gains as much negative electrification as 
the other gains of positive or loses of negative electrification. 

For if the electric connection is made when both bodies are 
enclosed in a metal vessel, no change of the total electrification is 
observed at the instant of contact. 

III. When electrification is produced by friction or by any other 
known method, equal quantities of positive and of negative elec- 
tricity are produced, 

For if the process of electrification is conducted within the 
closed vessel, however intense the electrification of the parts of 
the system may be, the electrification of the whole, as indicated by 
the electroscope eounected with the vessel, remains zero. 

IV. If an electrified body or system of bodies be placed within 
a closed conducting surface (which may consist of the floor, walls, 
and ceiling of the room in which the experiment is made), the in- 
terior electrification of this surface is equal and opposite to the 
electrification of the body or system of bodies, 

V. If no electrified body is placed within the hollow conducting 
surface, the electrification of this surface is zero. This is true, not 
only of the electrification of the surface aa a whole, but of every 
part of this surface. 

For if a conductor be placed within the surface and in contact 
with it, the surface of this conductor becomes electrically continu- 
ous with the interior surface of the enclosing vessel, and it is found 
that if the conductor is removed and tested, its electrification is 
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always zero, shewing that the electrification of every part of an 
interior surface within which there is no electrified body is zero. 

By means of Thomson's Quadrant Electrometer it is easy to 
measure the electrification of a body when it is a million times less 
than when charged to an amount convenient for experiment. 
Hence the experimental evidence for the above statements shews 
that they cannot be erroneous to the extent of one-millionth of the 
principal electrifications concerned. 



CHAPTER III. 



ON ELECTRICAL WOEK AND ENEROT. 



23.] Work in general ie the act of producing a change of con- 
figuration in a material system in opposition to a force which 
resists this change. 

Energy is the capacity of doing work. 

When the nature of a material system is snch that if after the 
system has nndergone any series of changes it is brought haf;k 
in any manner to its original state, the whole work done by 
external agents on the system is equal to the whole work done 
by the system in overcoming external forces, the system is called 
a Conservative aystem. 

The progress of physical science has led to the investigation of 
different forms of energy, and to the establishment of the doctrine, 
that all material systema may be regarded aa conser\'ative systems 
provided that all the different forma of energy are taken into account. 
This doctrine, of course, considered as a deduction from experiment, 
can assert no more than that no instance of a non-conservative 
system has hitherto been discovered, but aa a scientific or science- 
producing doctrine it is always acquiring additional credibility 
i'rom the constantly increasing number of deductions which have 
been drawn from it, which are found in all cases to be verified. 
In fact, this doctrine is the one generalised statement which ia 
found to be consistent with fact, not in one physical science only, 
but in all. When once apprehended it fumishea to the physical 
enquirer a principle on which he may hang every known law 
relating to physical actions, and by which he may be put in the 
way to discover the relations of such actions in new branches of 
science. For such reasons the doctrine is commonly called the 
Principle of the Conservation of Energy. 



»5] 



ELECTRIC POTENTIAL. 



GeRBEAI. STA.TEMENT OP THE CONSERVATION OF ENERGY. 

24.] The total energy of any system of bodies is a qoantity 
which can neither be increased nor diminiBhed by any mutual 
action of those bodies, though it may be transformed into any of 
the forms of which energy is susceptible. 

If, by the action of some external agent, the configuration of the 
system is changed, then, if the forces of the system are such as to 
resUt this change of configuration, the external agent is said to do 
work on the system. In this case the enei^ of the system is 
inc-reaged. If, on the contrary, the forces of the system tend to 
prod-uce the change of configuration, so that the external agent has 
only to allow it to take place, the system is said to do work on- 
the external agent, and in this case the energy of the system is 
diminished. Thus when a fiah has swallowed the angler's hook 
and swims off, the angler following him for fear hia line should 
break, the fish is doing work against the angler, but when the fish 
becomes tired and the angler draws him to shore, the angler is 
doing work against the fish. 

Work is always measured by the product of the change of i 
configuration into the force which resiata that change. Thus, when 
a man lifts a heavy body, the change of configuration is measured 
by the increase of distance between the body and the earth, and 
the force which resists it ia the weight of the body. The product 
of these measures the work done by the man. If the man, instead 
of lifting the heavy body vertically upwards, rolls it up an inclined 
plane to the same height above the ground, the work done against 
gravity ia precisely the same ; for though the heavy body is moved 
a greater distance, it is only the vertical component of that 
distance which coincides in direction with the force of gravity 
acting on the body. J 

25.] If a body having a positive charge of electricity is carried 1 
by a man from a place of low to a place of high potential, the ' 
motion is opposed by the electric force, and the man does work on 
the electric system, thereby increasing its energy. The amount 
of work is measured by the product of the number of units of 
electricity into the increase of potential in moving from the one 
place to the other. I 

We thus obtain the dynamical definition of electric potential. | 



24 ELECTROMOnTE FORCE. [26. 

TAe effdrie potenlial at a ffiren point of tie field it meatured iy 
(Ae amount cf wort iciieA mutt he done bg an external agent in 
carrying one unit ofpo^tive electricilg from a place K&ere tke poteiUiat 

it zero to tie given point. 

This definition is consistent with the imperfect definition givM 
at Art. 6, for the work done in carrying a unit of electricity froiq 
one place to another will be positive or negative according as I 
displacement is from lower to higher or from higher to low 
potential. In the latter case the motion, if not prevented, 
take place, without any interference from withont, in ol>edience t 
the electric forces of the Byetem. Hence the flow of electrieitj 
along conductors is always from places of high to places of low 
potential, 

26.] We have already defined the electromotive force from ( 
place to another along a given path as the work done by tin 
electric forces of the system on a unit of electricity carried along 
that path. It is therefore measured by the excess of the potential 
at the beginning over that at the end of the path. 

The electromotive force at a point is the force with which the 
electrified eystem would act on a small body electrified with a unit 
of positive electricity, and placed at that point. 

If the electrified body is moved in such a way as to remain on 
the same equipotential surface, no work is done by the electric 
forces or against them. Hence the direction of the electric force 
acting on the small body is such that any displacement of the body 
along any line drawn on the equipotential surface is at right angles 
to the force. The direction of the electromotive force, therefore, iB 
at right angles to the equipotential Biirfaee. 

The magnitude of this force, multiplied by the distance betwao 
two neighbouring equipotential surfaces, gives the work done i 
passing from the one equipotential surface to the other, that is % 
say, the difference of their potentials. 

Hence the magnitude of the electric force may be found 1 
dividing the difference of the potentials of two neighbouring 6qni4 
potential surfaces by the distance between them, the distanof 
being, of course, very small, and measured perpendicularly 1 
either surface. The direction of the force is that of the i 
to the equipotential surface through the given point, i 
reckoned in the direction in which the potential dimimshei. 



.J DIAGRAM OF WORK. 

Indicator Diagrim or Electric Wohk. 

2?.] The indicator diagram, employed by Watt for measuring 
the work done by a steam engine*, may be made use of in iuvesti- 
gating the work done during the charging of a conductor with 
electricity. 
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Fig. 12. 

Let the charge of the conductor at any instant be represented by 
a horizontal line OC, drawn &om the point 0, which is called the 
origin of the diagram, and let the potential of the conductor at 
the Bame instant be represented by a vertical line CA, drawn from 
the extremity of the first line, then the position of the extremity 
of the second line will indicate the electric state of the conductor, 
both with respect to its charge, and also with reapect to its 
potential. 

If during any electrical operation this point movcB along the 
line AFGHB, we tnow not only that the charge has been increased 
from the value OC to the value OB, and that the potential has 
been increased irom CA to BB, but that the charge and the 
potential at any instant, corresponding, say, to the point F of the 
curve, are represented respectively by On and xF, 

28.] Theorem. The work expended by an external agent in 
bringing the increment of charge from the walla of the room to 
the conductor is represented by the area enclosed by the base line 
CD, the two vertical lines CA and I)B, and the curve AFGHB. 

let VB, the increment of the charge, be divided into any 
il pai'ts at the points, x, y, z, 

■Msiwell'B ' Theory of Heat,' 4tli ed., p. 





WOHK DONE IN CHAEGING A CONDUCTOR. 

The value of the potential jnet before the application of the 
charge Cx is represented by AC. Hence if the potential were to 
remain constant during the application of the char^ Cx, the work 
expended in charging the conductor would be represented by the 
product of this potential and the charge, or by the area ACxQ. 

Aa soon as the charge Cx has been applied the potential is xF, 
If this had been the value of the potential during the whole 
process, the work expended would have been represented by 
KCxF. But we know that the potential rises gradually during 
the application of the charge, and that during the whole procesa 
it is never less than CA or greater than xF. Hence the work 
expended in charging the conductor is not less than ACxQ, nor 
greater than KCxF. 

In the same way we may determine the lower and higher 
limita of the work done during the application of any other portion 
of the entire charge. 

We conclude, therefore, that the work expended in increasing 
the charge from OC to 02) is not less than the area of the figure 
CAQFUGSIITI), nor greater than CKFLGMHNBB. The differ- 
ence between these two values is the sum of the parallelograms 
KQ, LR, MS, NT, the breadths of which are equal, and their 
united height \& BT. Their united area is therefore equal to that 
of the parallelograni NvVB. 

By increasing without limit the number of eqSal parts into 
which the charge is divided, the breadth of the parallelograms will 
be diminished without limit. In the limit, therefore, the difference 
of the two values of the work vanishes, and either value becomes 
idtimately equal to the area CAFGUBD, bounded by the curve, 
the extreme ordinates, and the base line. 

This method of proof is applicable to any case in which the 
potential is always increasing or always diminishing as the charge 
increases. "When this is not the case, the process of charging 
may be divided into a number of parts, in each of which the 
jjotential is either always increasing or always diminishing, and 
the proof applied separately to each of these parts. 



Superposition of Electric Effects. 

29.] It appears from Experiment VII that several electrified bodies 
placed in a hollow vessel produce each its own effect on the 
electrification of the vessel, in whatever positions they are placed. 
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From this it follows that one electric phenomenon at least, that 
called electrification by induction, is such that the effect of the 
whole electrification is the sum of the effects due to the different 
parts of the electrification. The different electrical phenomena, 
however, are so intimately connected with each other that we are 
led to infer that all other electrical phenomena may be regarded 
aa composed of parts, each part being due to a corresponding part 
of the electrification, 

Thua if a body A, electrified in a definite manner, would produce 
a given potential, P, at a given point of the field, and if a body, S, 
also electrified in a definite manner, would produce a potential, Q, 
at the same point of the field, then when both bodies, still elec- 
trified as before, are inti-oduced simultaneously into their former 
places in the field, the potential at the given point will he P+Q. 
This statement may be verified by direct experiment, but its most 
satisfactory verification is founded on a comparison of its conse- 
quences with actual phenomena. 

Aa a particular case, let the electrification of every part of tha ' 
system be multiplied n fold. The potential at every point of the 
system will also be multiplied by n. 

30.] Let us now suppose that the electrical system consists of a 
number of conductors (which we shall call A^fA^, &c.) insulated from 
each other, and capable of being charged with electricity. Let the 
charges of these conductors be denoted by Ei, H^, &c., and their 
potentials by P^, P^, &c. 

If at first the conductors are all without charge, and at potential I 
zero, and if at a certain instant each conductor begins to be charged ' 
with electricity, so that the charge 
increases uniformly with the time, 
and if this process is continued till 
the charges simultaneously become 
-£"1 for the first conductor, E^ for the 
second, and so on, then since the in- 
crement of the charge of any con- 
ductor is the same for every equal 
interval of time during the process, 
the increment of the potential of 
each conductor will also be the same 
for every equal increment of time, so that the line which represents, 
on the indicator diagram, the succession of states of a given eon- 
i dnctor with respect to charge and potential will be described ^t,K 
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H velocity, the horizontal and vertical components of which remain 
constant during the process. This line on the diagram is therefore 
a etraight line, drawn from the origan, which represents the initial 
state of the system when devoid of charge and at potential zero, to 
the point A^ which indicates the iinal state of the conductor when 
its charge is Z", , and its potential Pj , and will represent the prooees 
of charging the conductor J^. The work expended in charging 
this conductor is represented by the area OCA, or half the prodnet 
of the final charge E^ and the final potential Pj . 



Enekqy of a System of Electrified Bodies, 

31.] When the relative positions of the conductors are fixed, the 
work done in chaining them is entirely transformed into electrical 
energy. If they are charged in the manner just descrihed, the 
work expended in charging any one of them is hEP, where E re- 
presents its iinal charge and P its final potential. Hence the work 
expended in charging the whole system may be written 

ii'iPi + ii'^jP^ + fec., 
there being as many products as there are conductors in the system. 

It is convenient to write the sum of such a series of terms in the 
form i^C^P), 

where the symbol 2 (sigma) denotes that all the products of the 
form EP are to he summed together, there being one such product 
for each of the conductors of which the system consists. 

Since an electrified system is subject to the law of Conservation 
of Eneigy, the work expended in charging it is entirely stored np 
in the system in the form of electrical energy. The ^■alue of this 
energy is therefore equal to that of the work which produced it, or 
is {EP). But the electrical energy of the system depends al- 
together on its actual state, and not on its previous history. Hence 



Theorem I. 

Tie electrical energy of a system of conductor*, in iokatever way 
they may have been charged, it half the sum of the prodttcti of the 
charge into the potential of each conductor. 

"We shall denote the electric energy of the system by the symbol 
Q. w'^ere Q^i2(i:p) (1) 
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WORK DONE IN ALTERING CHARGES. 
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Wori done in altering the charges of the si/item. 

32.] We shall nest suppose that the conductors of the system, 
instead of being originally withont charge and at potential zero, arp 
originally charged with quantities E^ , E^, &c, of electricity, and are 
at potentials P,, P^, &;c- respectively. 

When in this state let the charges of the conductors be changed, 
each at a uniform rate, the rate being, in general, diiferent for 
each conductor, and let this process go on uniformly, till the 
charges have become E^, E^, Sec., and the potentials P,', P.^', &c. 
respectively. 

By the principle of the superposition of electrical effects the in- 
crement of the potential will vaiy as the increment of the charge, 
and the potential of each con- 
ductor will increase or diminish 
at a uniform rate from P to P', 
while its charge varies at a uni- 
form rate from EtoB'. Hence 
the line AA', which represents 
the varying state of the con- 
ductor during the process, is the 
straight line which joins A, the 
point which indicates its original 
state, with A', which represents 
its final state. The work spent 
in producing this increment of 
charge in the conductor is represented by the area ACCA', or 
\ CC (CA + C'A'), or {E~E)^^{P + P^, or, in words, it ia the pro- 
duct of the increase of charge and the half sum of the potentials 
at the beginning and end of the operation, and this vriU be true for 
every conductor of the system. 

As, during this process, the electric energy of the system changes j 
from Q, its original, to Q', its final value, we may write 

e-=e+}s{(p-i)(p'+i')} (2) I 

hence, 

Theoeem II. 

The increment of the mergy of the tystem, U half the turn of the \ 
prodiKts of the increment of charge of each condiKtor into the { 
turn of its polentialg at the beginning and the end of the process. 
5.] If all the charges but one are maintained constant (by the J 
i&enlation of the condnctois) the equation (2) ia reduced to 



LBa.J it all tlie charges 
i&enlation of the condncto 



w green's theorem. [34. 

l-£l = J(-p'+^) ("> 

K the increment of the charge is taJceo always smaller and smaller 
till it ultimately vanishes, P' becomes equal to P and the equation 
may be interpreted thus ; — 

The rate of increase of the electrical energy due to the increase 
of the charge of one of the conductors at a rate unity is numerically 
equal to the jKitentia! of that conductor. 

In the notation of the differential calculus this result is expressed 
by the equation dQ 

ItE^^' ^^^ 

in which it is to be remembered that all the charges but one are 
maintained constant. 

34.] Returning to equation (2), we have already shewn that 

q=\-S.{EF) and Q' = \^{E'F'); (5) 

we may therefore write equation (2) 

\-Z{IfF^ = \-S.{EP)->r\-S,{FF'-EP-{.EP-EP^ (6) 

Cutting out from the equation the terms which destroy each 

other, we obtain 2(£!P') = 'S,{E'P), (7) 

or in words, 

Theokem III. ■ 

In a peed stjitem of conductor* the mm of the prodwcts of the original 
charge and the final potential of each conductor w equal to the sum 
of iheproditets of the final charge and the original potential. 
This theorem eorresponds, in the elementary treatment of electro- 
statics, to Green's Theorem in the analytical theory. By properly 
choosing the original and the final state of the system we may 
deduce a number of results which we shall find useful in our after- 
work, 

35.] In the first place we may write, as before, 

k-S.[{r-E){P' + P)] = k'^(EF~EP+E'P-EP^; ... (8) 
adding and subtracting the equal quantities of equation (7), 

= ^(EP'-E'P), (9) 

and the right-hand side becomes 

i^{E'P'-EP-E'P + EP'), (10) 

or ^^{{E'-E)iP'+P)]=Q'-Q = i^{(E + E)(P'-P)}, (ll) 
or in words, 
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Theorem IV. 

TAe incremeni of ike energy of a fixed sygtem- of eonductori u equal 

to half the sum of the products of the increment of the potential 

of each conductor into the sum of the original and final charges 

of that conductor. 

36.] If all the conductors bat one are mamtained at constant 

potentials (which may be done by connecting them with voltaic 

batteries of constant electromotive force), equation (11) ia reduced to 

e^-g = i{y+«)(i='-p) (12) 

fep = K-*'+^) <") 

If the increment of the potential is taken successively smaller and 
smaller, till it nltimately vanishes, W becomes at last equal to E 
and the equation may be interpreted thus : — 

The rate of increase of the electrical energy due to the increase 
of potential of one of the conductors at a rate unity is numerically 
equal to the charge of that conductor. 

In the notation of the differential calculus this result is expressed 
by the equation dQ 

in which it is t-o be remembered that all the potentials but one are 
maintained conetant. 

37.] We have next to point out some of the results which may 
be deduced from Theorem III. 

If any conductor, as .J,, ia insulated and without charge both in 
the initial and the final state, then ff, = and E^ = 0, and therefore 

B,PI = and E;P, = 0, (15) 

so that the tenns depending on A^ disappear from both members 
of equation (7), 

Again, if another conductor, say A^, be connected with the earth 
both in the initial and in the final state, P^ = Q and P^= 0, so that 

E„P^= Oand^„'P„ = 0; 
so that, in this case also, the terms depending on A^ disappear bom. 
both sides of equation (7). 

If) therefore, all the conductors with the exception of two, say 
A^ and A^ , are either insulated and without charge, or else connected 
with the earth, equation (7) is reduced to the form 

E,p;+E,p,'t=^ e;p,+e,'p, (le) 



Let OB first sappose that in the initial atate all the conductors 

except A^ are without charge, and that in the final state all the con- 

ductore except A, are without charge. The equation then becomes 

I!^;=K.'P, (17) 

P. p: 

e=e:" 

[If, therefore, E^ = E.\ P. = P^i, 

or in words, 

Theorem V, 

In a iygtem affixed iasulated conductors, the poieniial {P^jiroducetl 
in A, i)/ a charge E communicated to A, is equal to tie potential 
(P/) produced in A^ by an equal charge E communicated to A,. 

This is the first instance we have mot with of the reciprocal 
relation of two bodies. There are many such reciprocal relations. 
They occur in every branch of science, and they often enable us 
to deduce the solution of new electrical problems from those of 
simpler problems with which we are already familiar. Thus, if 
we know the potential which an electrified sphere produces at a 
point in its neighbourhood, we can deduce the effect which a small 
electrified body, placed at that point, would have in raising the 
potential of the sphere. 

38.] Let us next suppose that the original potential of A, is P, 
and that all the other condnctora are kept at potential zero by 
being connected with the walls of the room, and let the final 
potential of A^ be P/, that of all the others being zero, then in 
equation (7) all the terms involving zero potentials will vanish, 
and we ahall have in this case also 

E,p;=E.'p, (18) 

If, therefore, ?/- i'„ K = ^,', (19) 

or in words, 

Theoeem VI. 

In a ^stem of fixed conductors, connected, all but me, witA the walla 
of tie room, the charge (£',) induced on A^ when A, is raised to 
the potential P, i» equal to the charge (E/) induced oti A, when 
A^ it raised to an equal potential {P,'). 

39.] As a third case, let ua suppose all the conductors insulated 
and without charge, and that a charge is comnmnicated to A^ 
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which raiscB its potential to i^ and that of A, to I,, Next, let A, 
he connected with the earth, and let a charge H/ on A, induce the 
charge B,' on A,. 

In equation (16) we have E^=0 and P/= 0, so that the left- 
hand member voniehes and the equation becomes 

o = e;p,+e.'f„ (20) 

p. E/ 

pr~E-r 

Hence.jf P, = nP,, E;=-nE;. (21) 

or in words. 

Theorem VII. 

If in a »ydem of fixed conductor insulated, and originalli/ without 
charge a charge be communicated to A, which raises its potential 
to P,, unity, and that of A, to n, then, if in the same system of 
conductors a charge unity he communicated to A, and A, be 
connected mth the earth the charge induced on A^ will be —n. 

If, instead of Boppoeing the other conductors A, &c. to be all 
insulated and without charge, we supposed some or all of them 
to be connected with the earth, the theorem would still be true, 
only the value of a would be different according to the arrange- 
njent we adopted. 

This is one of Green's theorems. As an example of its applica- 
tion, let us suppose that we have ascertained the distribution of 
electric charge induced on the various parts of the surface of a 
conductor by a small electrified body in a given position with unit 
charge. Then by means of this theorem we can solve the following 
problem ; — The potential at every point of a surface coinciding in 
position with that of the conductor being given, determine the 
potential at a point corresponding to the position of the small 
electrified body. 

Hence, if the potential ia known at all points of any closed 
surface, it may he determined for any point within that surface if 
there be no electrified body within it, and for any point outside if 
there be no electrified body outside. 

Mechanical work done by the electric forces during the displacement 
of a system of insulated electrified conductors. 

40.] Let A-^, A^ kc. be the conductors, ^, , E^ &c. their charges, 
which, as the conductors are insulated, remain constant. Let P^ 
Pf &c. be their potentials before and P(,Pt ^<^* ^^^^^ potentials 
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after the displacement. The electrical energy of the Byatem Lefi* 

the displacement is Q = is (^P)- (22) 

During the displacement the electric forces which act in the 
same direction as the displacement perform an amount of work 
equal to Jf^, and the energy remaining in the system is 

(2'= *£(«?•) .'. (23) 

The original energy, Q, is thus transformed into the work !f^ and 
the final energy Q', so that the equation of energy is 

Q=Jf^+Q', (24) 

or ff'= is [£(?-/")] (25) 

This expression gives the work done during any displacement, 
small or large, of an insulated system. To find the force, we mnst 
make the displacement so small that the configuration of the 
system is not sensibly altered thereby. The ultimate valne of the 
quotient found by dividing the work by the displacement is the 
value of the force resolved in the direction of the displacement. 



Mechanical wotI done ly ihe eleetrie force during tie displacement 

of a si/dem of conduetort each of which is kejpt at a constant 

jiotenlial, 

41.] Let us begin by supposing each conductor of the system 

insulated, and that a small displacement is given to the system, by 

which the potential is changed irom P ixi P.^. The work done 

during this displacement is, as we have shewn, 

r=^2[£(P-Pj)] (26) 

Next, let the conductors remain fixed while the charges of the con- 
ductors are altered from £ to .ffj, so as to bring back the value of 
the potential from Pj^ to P. Than we know by equation (7) that 

S{£P-1',P,) = (27) 

Hence, substituting for 2{EP) in (26), 

W=\-S.[{E,-E)P,] (28) 

Performing these two operations alternately for any number of 
times, and distinguishing each pair of operations by a suffix, we 
find the whole work 

r= ri+r^+fec (29) 

= ^2[(£j-.S)Pj] + ^2[(£,-^JP,] + &c (30) 

~ ' leaking each of the pai'tial displacements small enough, the 
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values of Pj, Pg ^^' ^^7 ^® made to approach without limit to P, 
the constant value of the potential, and the expression becomes 

r=iS[(^i-^P]+^2[(^2-^i)-P] + &c. + P[(^-E',_x)i'],(3l) 

where TI is the value of ^ after the last operation. The final result 

is therefore ^= |2[(^-jE')PJ, (32) 

which is an expression giving the work done during a displacement 
of any magnitude of a system of conductors, the potential of each of 
which is maintained constant during the displacement. 
We may write this result 

r=^2(^P)~i2(^P), (33) 

or r=(2'-Q; (34) 

or the work done by the electric forces is equal to the increase of 
the electric energy of the system during the displacement when 
the potential of each conductor is maintained constant. When the 
charge of each conductor was maintained constant, the work done 
was equal to the decrease of the energy of the system. 
• Hence, when the potential of each conductor is maintained con- 
stant during a displacement in which a quantity of work, W^ is 
done, the voltaic batteries which are employed to keep the poten- 
tials constant must do an amount of work equal to 2 TF, Of this 
energy suppKed to the system, half is spent in increasing the 
energy of the system, and the other half appears as mechanical 
work. 
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THE BLECTEIC FIELD. 



42.] We have seen that, when an electrified body is enclosed in 
a conducting vessel, the total electrification of the inteiior surface 
of the surronnding vesBcl is invariably equal in numerical value 
lint opposite in kind to that of the hody. Thia is true, however 
large this vessel may be. It may he a room of any size having 
its floor, walls and ceiling of conducting matter. Its boundaries 
may be removed farther, and may consist of the surface of the 
earth, of the branches of treea, of clouds, perhaps of the extreme 
limits of the atmosphere or of the universe. In every case, where- 
ever we find an electrified insolated body, we are sure to find at 
the boundaries of the insulating medium, wherever they may be, 
an equal amount of electrification of the opposite kind. 

This correspondence of properties between the two limits of 
the insulating medium leads as to examine the state of this 
medium itself, in order to discover the reason why the electrifica- 
tion at its inner and outer boundaries ahonld be thus related. In 
thus directing our attention to the state of the insulating medium, 
ratber than confining it to the inner conductor and the out«r Bur- 
faee, we are following the path which led Faraday to many of his 
electrical discoveries. 

43.] To render our conceptions more definite, we shall begin by 
supposing a conducting body electrified positively and insulated 
within a hollow conducting vessel. The space between the body 
and the vessel ia filled with air or some other insulating medium. 
We call it an ingiilating medium when we regard it simply as 
retaining the charge on the eiirface of the electrified body. When 
we consider it as taking an important part in the manifestation 
of electric phenomena we shall use Faraday's expression, and call 
it a dielectric medium. Finally, when we contemplate the region 
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occupied by the medium as being a part of space in which electric 
phenomena may be observed, we eliall call this region the Electric 
Field. By using this last expression ■we are not obliged to figure 
to ooreelves the mode in which the dielectric medium takes part in 
the phenomena. If we afterwards wish to form a theoiy of the 
action of the medium, we may find the term dielectric usefiil. 



ExPLORiTION OF THE ElECTHIC FiBLD. 



EXPEHIMENT XI, 



(o) Eg!ploration hy t 



s of a small eleetrijted body. 



44] Electrify a small round body, a gilt pith ball, for example, 
and carry it by means of a white silk thread into any part of the 
field. If the ball is suspended in such a way that the tension of 
the string exactly balances the weight of the ball, then when the 
ball is placed in the electric field it will move under the action of a 
new force developed by the action of the electrified ball on the 
electric condition of the field. This new force tends to move the 
ball in a cei'tain direction, which is called the direction of the 
electromotive force. 

If the charge of the ball is varied, the force is sensibly pro- 
portional to the charge, provided this charge is not sufficient to 
produce a sensible disturbance of the state of electrification of the 
system. If the charge is positive, the force which acts on the ball 
is, on the whole, froia the positively electrified body, and towarda 
the negatively electrified walls of 'the room. If the charge is 
negative, the force acts in the opposite direction. 

Since, therefore, the force which acts on the ball depends partly 
on the charge of the ball and partly on its position and on the 
electrification of the system, it is convenient to regard this force as 
the product of two fectors, one being the charge of the ball, and 
the other the electromotive force at that point of the field which is 
occupied by the centre of the ball. 

This electromotive . force at the point is definite in magnitude 
and direction. A positively charged body placed there tends to 
move in the positive direction of the line representing the force. A 
negatiTely charged body tends to move in the opposite direction. 



: 
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EXPEOIUENT XII. 

0) Exploralim b$ means of iiro dish. 
45,] But the electromotive force not only t«ndB to move < 
trifled bodies, it ako tends to transfer electrification from one \ 
of a body to another, 

Take two Bmall equal thin metal dielcB, fastened to handlee of 
shellac or ebonite ; discharge them and place tbem face to face in 
the electric field, with their planes perpendicnlar to the direction of 
the electromotire force. Bring them into contact, then separate 
them and remove them, and 
teat first one and then the 
other by introducing them 
into the hollow vessel of Ex- 
periment VII. It will be 
fonnd that each is charged, 
and that if the electromotive 
force acts in the iireciionAB, 
the disk on the ide of A will 
be charged negatively, and 
that on the aide of _B posi- 
tively, the numerical values of these charges being equal. This shews 
that there has been an actual transference of electricity from the one 
disk to the other, the direction of this transference being that of 
the electromotive force. ITiie experiment with two disks affords a 
much more convenient method of measuring the electromotive force 
at a point than the experiment with the charged pith ball. The 
measurement of small forces is always a difficult operation, and 
becomes almost impossible when the weight of the body acted on , 
forms a disturbing foree and has to be got rid of by the adjust- ■ 
ment of counterpoises. The measurement of the charges of the J 
disks, on the other hand, is much more simple. 

The two disks, when in contact, may be regarded as forming a 
single disk, and the fact that when separated they are found to 
have received equal and opposite charges, shews that while the 
disks were in contact there was a distribution of electriScation I 
between them, the elect lification of each disk being opposite to J 
that of the body next to it, whether the insulated body, which i 
d positively, or the inner surface of the surrounding ves 
IB chaiged negatively. 
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Electric Tension. 

46.] The two disks, after being brought into contact, tend to 
separate from ea<;h other, and to approach the oppositely electrified 
Murfiieea to which they are opposed. The force with which they 
tend to separate is proportional to the area of the disks, and it 
increases aa the electromotive force increases, not, however, in the 
simple ratio of that force, hut in the ratio of the square of the 
electromotive force. 

The electrification of each disk is proportional to the electro- 
motive force, and the mechanical force on the disk is proportional 
to its electrification and the electromotive force conjointly, that is, 
to the tquaTe of the electromotive foree. 

This force may be accounted for if we suppose that at every 
point of the dielectric at which electromotive force exists there is 
a tension, like the tension of a stretched rope, acting in the direc- 
tion of the electromotive force, this tension being proportional to 
the sqQare of the electromotive force at the point. This tension 
acts only on the outer side of each disk, and not on the side which 
ia turned towards the other disk, for in the space between the disks 
there is no electromotive force, and consequently no tension. 

The expression Electric Tension has been used by some writers 
in different senses. In this treatise we shall always use it in the 
sense explained above, — the tension of so many pounds', or grains', 
weight on the square foot exerted by the air or other dielectric 
medium in the direction of the electromotive force. 

ESPERIMENT XIII. 1 

CoulomVt Proof Plane. \ 

47.] If one of these disks be placed with one of its flat snr- • 
faces in contact with the surface of an electrified conductor and 
then removed, it will be found to be charged. If the disk ia 
very thin, and if the electrified surface is so nearly tiat that the 
whole surface of the disk lies very close to it, the charge of the disk 
will be nearly equal to that of the portion of the electrified surface 
which it covered. If the disk is thick, or does not lie very close to 
the electrified surface, its charge, when removed, will be somewhat j 
greater. 

This method of ascertaining the density of electrification of a 
surface was introduced by Coulomb, and the disk when used for 
poipose is called Coulomb's Proof Plane. \ 



The cbaj^ of the disk is by Experiment XII proportional to the 
electro tnotiTe force at the electrified surface. Hence the electro- 
motive force close to a conducting^ Euriace is proportional to the 
density of the electrification at that part of the soriace. 

Since the sarface of the coodactor i^ an eqaipotential surface, the 
electromotive force is perpendicular to it. The fact that the elec- 
tromotive force at a point close to the surface of a conductor is 
perjiendicular to the surface and proportional to the density of the 
electrification at that point was first established experimentally by 
Couloml), and it ie generally referred to as Coulomb's Law. 

To prove that when the proof plane coincides with the surface of 
the conductor the charge of the proof plane when removed from 
the electrified conductor is equal to the charge on the part of the 
surface which it covers, we may make the following experiment. 

A sphere whose radius is 5 units is placed on an insulating 
stand. A segment of a thin spherical shell is fastened to an in- 
sulating handle. The radius of the spherical surface of the shell 
is 5, the diameter of the circular edge of the segment is 8, and the 
height of the segment is 2. When applied to the sphere it covers 
one-fifth part of its surface. A second sphere, whose radius is 
also 5, is placed on an insulating handle. 

The first sphere is electrified, the segment is then placed in 
contact with it and removed. The second sphere is then made to 
touch the first sphere, removed and discharged, and then made to 
touch the first sphere again. The segment is then placed within 
a conducting vessel, which is discharged to earth, and then in- 
sulated and the segment removed. One of the spheres is then 
made to touch the outside of the vessel, and is found to be perfectly 
discharged. 

Let e be the electrification of the first sphere, and let the charge 
removed by the segment be ne, then the charge remaining on the 
sphere is (1— «)e. The charge of the first sphere is then divided 
with the second sphere, and becomes 1(1— n)e. The second sphere 
is then discharged, and the charge is again divided, so that the 
charge on either sphere is J ( 1 — ") e. The charge on the insulated 
vessel ie equal and opposite to that on the segment, and it is there- 
fore ~-ne, and this is perfectly neutralized by the charge on one ( 
the spheres; hence i(l—n)e + {—ne)=0, 
from which we find 
or the electricity removed by the segment covering one-fifth of j 
surface of the sphere is one-fifth of the whole chare 
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ELECTEOMOTIVE FOECE AND POTENTIAL. 



Experiment XIV. 
Direction of Eleciromotive Force at a Foint. 

48.] A convenient way of determining the direction of the elec- 
tromotive force is to euapend a small elongated conductor with its 
middle point at the given point of the field. The two ends of the 
short conductor will become oppositely electrified, and will then he 
drawn in opposite directions by the elect rcmotive force, so that the 
axis of the conductor will place itself in the direction of the force 
at that point. A short piece of fine cotton or linen thread, through 
the middle of which a fine sDk fibre is passed, answers very well. 
The eilk fibre, held by both ends, serves to carry the piece of thread 
into any desired position, and the thread then takes up the direc- 
tion of the electric force at that place. 



Experiment XV. 
Potential at any Foint of tie Field, 

49.] Suspend two small uncharged metal balls in the field by 
silk threads, and then connect them by means of a fine metal wire 
fastened to the end of an ebonite rod. Remove the wire and the 
spheres separately, and then examine the charges of the spheres. 

It will he found that the two spheres, if they have become 
electrified, have received equal and opposite charges. If the poten- 
tials at the points of the field occupied by the centres of the spheres 
are different, positive electrification will be transferred from the 
place of high to the place of low potential, and the sphere at the 
place of high potential will thus become charged negatively, and 
that at the place of low potential will become charged positively. 
These charges may be shewn to be proportional to the difference of 
potentials at the two places. 

We have thus a method of determining points of the field at 

which the potential ia the same. Place one of the Bpherea at 

a fixed point, aud move the other about till, on connecting the 

spheres with a wire as before, no cbarg'e is found on either sphere. 

"otentiala of the field at the points occupied by the centres of 

mast now be the same. In this way a number of 

nund, the potential at each of which is equal to that 



; 



42 POTENTIAL DETERMINED BY ONE SPHERE. [50. 

All these points He on a certain surface, which ie called an eqni- 
potential surface. On one §ide of thiB surface the potential is 
higher, on the other it is lower, than at the surface itself. 

We have seen that electricity has no tendency to flow from one 
part of such a surface .to another. An electrified body, if con- 
strained so as to be capable of moving only from one point of tha 
surface to another, would be in equilibrium, and the force acting on 
such a body is therefore everywhere perpendicular to the equi- 
potential surface. 

Experiment XVI. 

50.] Ws may use one sphere only, and after placing it with its 
centre at any given point of the field we may touch it for a moment 
with a wire connected to the earth. We may then remove the 
sphere and determine its charge. The charge of the sphere is pro- 
portional to the potential at the given point, a positive charge, 
however, corresponding to a negative potential. 

Eqwipoiential Surfaces. 

51.] In this way the potential at any number of points in the 
field maj be ascertained, and equipotential surfaces may be sup- 
posed drawn corresponding to values of the potential represented 
by the numbers 1, 3, 3, &c. 

These surfaces will form a series, each, in general, lying within 
the preceding surface and having the succeeding surface within it. 
No two distinct surfaces can intersect each other, though a par- 
ticular eqnipotential surface may consist of two or more sheets, 
intersecting each other at certain lines or points. 

The surface of any eonduetor in electric equilibrium is an equi- 
potential surface. For if the potential at one point of the con- 
ductor is different from that at another point, electricity wilt flow 
from the place of higher potential to the place of lower potential 
till the potentials are rendered equal. 

Experiment XVII. 

52.] To make an experimental determination of the equipotential 
surfaces belonging to an electrified system we may use a small 
exploring sphere permanently connected by a fine wire with one 
electrode of the electroscope, the other electrode being connected 
with the earth. Place the centre of the sphere at a given point, 
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and connect the electrodes together for an instant. The indication of 
the electroBCope will thus be reduced to zero. If the sphere is now 
moved in sach a manner that the indication of the electrometer 
remains zero during the motion, the path of the centre of the 
exploring- sphere will lie on an equipotential surface. For if it 
movea to a place of higher potential, electricity will flow from the 
sphere to the electroscope, and if it moves to a place of lower 
potential, electricity will flow from the electroscope to the sphere. 

If the bodies belonging to the electrified system are not perfectly 
insulated, their potentials and the potentials of the points of the 
field will tend to approach zero. The path in which the centre of 
the exploidng sphere moves is such that its potential at any point 
has a given value at the time when the centre of the sphere passes 
it. The diflerent points of the path are not therefore on a surface 
which has the same potential at any one instant, for the potential 
ia diminishing everywhere, and the path must therefore pass from 
surfaces of lower to surfaces of higher potential so as to make up 
for this loM. 

ESPERIMEHT XVIII. 



53.] The following method, founded on Theorem V, Art, 37, is 



much easier to 




therefore in many cases 
secure good insulation 
for the exploring sphere 
on an insulating handle 
than for a large electri- 
fied conductor of irregu- 
lar form. Let it be re- 
quired to determine the 
equipotential surfaces 
due to the electrification 
of the conductor C placed 
on an insulating stand. 
Connect the conductor 
■with one electrode of the 
electroscope, the other 
being connected with 
the earth. Electrify the 
exploring sphere, and, 
carrying it by the insulating handle, bring its centre to a given 
point. Connect the electrode for an instant, and then move t 



LINES OF ELECTRIC FORCE. 

sphere in eucli a path that the indication of the electroscope remains 
zero. This path will lie on an cquipotential Burface. 

For by Theorem V, the part of the potential of the conductor C 
due to the presence of the charged ejcploring sphere with its centre 
at a given jioint is equal to the potential at the given point due to 
a charge on the conductor C equal to that of the exploring sphere. 

JJy this method tie potential of the conductor remaius zero, or 
very nearly zero, during the whole time of the experiment, so that 
there is very little tendency to change of the charge of this body. 
The exploring sphere, on the other hand, is at a high potential, but 
as it is not connected by a wire with any other body, its insulation 
may be made very good. 

Lines of Electric Force. 

54.] If the direction of the electric force at various points of the 
Held be determined, and if a line be dran-n so that its direction at 
every point of its course coincides with the direction of the electric 
force at that point, such a line is called a Line of Force. By 
drawing a number of such lines, the direction of the foi-ce at 
different parts of the iield may be indicated. 

The lines of force and cquipotential surfaces may be drawn, not in 
the electric field itself, where the mechanical operation of drawing 
them might produce disturbance, but in a model or plan of the 
electric field. Drawings of this kind are given in Plates I to VI 
at the end of the volume. 

Since the electric force is everywhere perpendicular to the equi- 
potential surfaces, the lines of force cut these surfaces everywhere 
at right, angles. The lines of force which meet the surface of a 
conductor are therefore at right angles to it. When they issue from 
the sm'face the electrification is positive, and when they enter the 
surface of the conductor the electrification is negative. 

A line of force in every part of its coiirse passes from places of 
higher to places of lower potential. 

The extremities of the same line of force are called correspondiiig 
points. 

The beginning of the line is a point on a positively electrified 
surface, and the end of the line is a corresponding point on a 
negatively electrified surface. 

The potential of the first of these surfaces must be higher than 
that of the second. 
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PARADAYS LAW OF LINES OF INDUCTION. 



56.] Fabaday in his eledaical reaearchea employs the Unea of 
force to indicate, not only the direction of the electric force at each 
point of the field, but also the quantity of electrification on any 
given portion of the electrified, surface. 

If we consider a portion of an electrified surface as cat off &om 
the rest by the bounding line which snrrounda it, and if from every 
point of thia bounding line we draw a line of force, producing it 
till it meeta the surface of some other body in a point which ia 
said to corregpond to the point of the body from which the line was 
drawn, these lines will form a tubular surface, and will cut off a 
certain portion from the surface of the other body correaponding to 
the portion of the surface of the first body, and the total electrifioa- 
tiona of the two corresponding portions are equal in numerical 
magnitude but opposite in kind. 

56.] A particular instance of Faraday's law is that which we 
have already proved by experiment, namely, that the electrification 
of the inner eurfaoe of a cloaed conducting vessel is equal and 
opposite to that of an electrified body placed within it. Here 
we have a relation between the whole electrification of the inner 
Eur&ce and that of the opposed surface of the interior body. 
Faraday's law asserts that, by drawing lines of force from the one 
surfece to the other, points corresponding to each other in the two 
surfaces may be found ; that corresponding lines are aueh that any 
point of one haa ita corresponding point in the other ; and that the 
electrificationa of the two portiona of the opposed surfaces bounded 
by such corresponding lines are equal and opposite, 

57.] We have called these lines 'lines of force' because we 
began by defining them as lines whose direction at every point 



coincides with that of the electiic force. Every line of force 
begins at a positively electrified siirfiice and ends at a negatively 
electrified smfaee, and the points of these Burfacea at which it 
begins and ends are called corresponding points. 

A system of lines of force forming a tubular surface closed at 
the one end by a portion of the positively electrified surface and 
at the other by the corresponding portion of the negative surface, 
is called by 'Faraday a Tuhe of Indiicfion, because electric induction, 
according to Faraday, is that condition of the dielectric by which 
the electrifications of the opposed surfaces are placed in that 
physical relation to one another, which we express by saying that 
their electrifications are equal and opposite. 



Properties of a Tube of Induction: 



B8.] (l) The electrification of the portion of the positively 
electrified surface from which the tube of induction proceeds is 
equal in numerical valne but opposite in sign to the negative 
electrification of the portion of the sorfiiee at which the tube of 
induction terminates. 

By dividing the positive surface into portions, the electrification 
of each of which is unity, and drawing tubes corresponding to 
each portion, we obtain a system of unit tubes, which will be very 
convenient in describing electric phenomena. For in this case 
the electiification of any surface is measured by the nmnber of 
tubes which abut on it. If they proceed from the surface, this 
number is to be taken as representing the positive electrification ; 
if the tubes terminate at the surface, the electrification is negative. 

It is in this sense that Faraday so often speaks of the number of 
lines of force which full on a given area. 

If we suppose an imaginary surface drawn in the electric field, 
then the quantity of electrostatic induction through this surface 
is measured by the number of tubes of induction which pass 
through it, and is reckoned positive or negative accordingly as 
the tubes pass through it in the positive or negative direction. 

Note. By an imaginary surface is meant a surface which has 
no physical existence, but which may be imagined to exist in 
space without interfering with the physical properties of the sub- 
stance which occupies that space. Thus we may imagine a vertical 
plane dividing a man's head longitudinally into two equal parts, 
and by mesne of this imagioarj surface we may render our ideas 
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of the form of his head more precise, though any attempt to con- . 
vert this imaginary surfitce into a physical one would be criminal. 
Imaginary quantities, such as are mentioned in treatises on 
analytical geometiy, have no place in physical science. 

59.] In every part of the couree of a line of electrostatic in- 
duction it is passing from places of higher to places of lower 
potential, and in a direction at right angles to the equipotential 
surfaeea which it cuts. 

We have seen that the electric field is divided by the equi- 
potential surfaces into a series of shells, Kke the coats of im onion, ' 
the thickness of each shell at any point being inversely as the 
electric force at that point. 

We have now divided the electric field into a system of nnit . 
tubes of induction, the section of each tube at any point vaiying 
inversely as the intensity of the electric induction at that point. 

Each of these tubes ia cut by the equipotential surfaces into a 
number of segments which we may call unit cells. 

60.] If we take the simplest case — that of a single positively 
electrified body placed within a closed conducting vessel, all the 
tubes of induction begin at the positively electrified body and end 
at the negatively electiified inner surface of the vessel. The 
number of these tubes, since they are unit-tubes, is equal to the 
number of electrical units in the charge of the electrified body. 
Each of them cuts all the equipotential surfaces which enclose 
the electrified body and are enclosed by the vessel. Each tube, 
therefore, is divided into a number of cells representing the difier- 
encB of the potential of the electrified body from that of the vessel. 
If e is the charge of the body and j> its potential, K and P being the 
charge and potential of the vessel, the whole number of cells is 

•(p-n J 

or, since E = —e, we may write this expression I 

ep + EP. } 

Now this is double of the expression which we formerly obtained 
for the electrical energy of the system (see Art. 31). Hence in 
this simple case the number of cells is double the number of units 
of energy in the system. 

If there are several electrified bodies, A, £, C, &c., the tubes j 
of induction proceeding from one of them, A, may abut either 
on the inner surface of the surrounding vessel or on one of the 
othei deotiified bodies. ■ 
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Let ^1, E^, E^ be the charges of A, B, C and P,, P.,, P^ their 
potentials, the char^ and potential of the vessel being E^ and Pg. 

Let E^g, Eac, Eao denote the number of tabes of induction 
which pass from A to the condnrtors S and C and the vessel 0, 
respectively. Then the whole number of cells will be 

Eab (Pi ~ P2) + Eav {Pi - P-^) + Eao (^1 -A). 
+ Enc (A— P3) + E^o (A— Po). 
+ E,.o(P3-Po)- 
By arranging the terms according to the potentials involved 
them, and remembering that since Ejn denotes the number of 
tubes which pass from A to B, Eba must denote the 
which pass from B to A and therefore 

Eba = — Eab, 
the expression may be written 

Pi{Eab + Eac + Eao), 
+ P,,{Ena + EBo + EaA), 
+ P.^(Eco + Eca+Ecb), 

+ Pa(EoA+EoB+Eoc)- 

Now Eab + Eac+E_4q is the whole number of tubes issuing fiwn 
A and this therefore ia equal to E^, tbe charge of J, and the co- 
eiBcients of the other potentials are also the charges of the bodies 
to which they refer, eo that tbe final expression is 

P^E^+PjE^ + P^E^ + P^Es, 
and this is double the energy of the system. 

Hence, whether there is one electrified body or several, the num- 
ber of cells is twice the number of units of electrical energy in the 
system. 

61.] This remarkable correspondence between the number of cells 
into which the tubes of induction are cut by the eqnipotential sur- 
faces, and the electrical energy of the system, leads as to enquire 
whether the electrical energj" may not have its true seat in the 
dielectric medium which is thus cot up into cells, eaeh cell being a 
portion of the medium in which half a unit of energy is stored up. 
We have only to suppose that the electromotive force, when it acts 
on a dielectric, puts it into a certain state of constraint, from which 
it is always endeavouring to relieve itself. 

To make our conception of what takes place more precise, let oa 
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consider a single cell belonging to a tube of induction proceeding 
from a positively electrified body, the cell being bounded by two 
coDBecntive eqnipotential surfaces snirounding the body. 

We know that there ia an electromotive force acting outwards 
from the electrified body. This force, if it acted on a conducting 
medium, would produce a current of electricity which would last as 
long as the force continued to 
act. The medium however is 
a non-conducting or dielectric 
medinm, and the effect of the 
electromotive force is to produce 
what we may call electric dis- 
placement, that is to say, the 
electricity ia forced outwards in 
the direction of the electromo- 
tive force, but its condition when 
BO displaced is such that, as soon ^'S' ■'^' 

as the electromotive force is removed, the electricity resumes the 
position which it had before displacement. 

The amount of electric displacement is measured by the quantity 
of electricity which crosses an imaginary fixed surface drawn parallel 
to the eqnipotential surfaces. 

We know absolutely nothing with respect to the distance through 
which any particular portion of electricity is displaced from its 
oriiginal position. The only thing we know is the quantity which 
crosses a given surface. The greater the amount of electricity 
which we suppose to exist, say, in a cubic inch, the smaller the 
distance through which we must suppose it displaced in order that 
a given quantity of electricity may be displaced across a square 
inch of area fixed in the medium. It is probable that the actual 
motion of dis])IacemeDt ia exceedingly small, in which case we must 
suppose the quantity of electricity in a cubic inch of the medium to 
be exceedingly great. If this is really the case the actual velocity 
of electricity in a telegraph wire may be very small, less, say, than 
the hundredth of an inch in an hour, though the signals which it 
transmits may be propagated with great velocity. 

62.] The displacement across any section of a unit tube of in- 
duction is one unit of electricity and the direction of the displace- 
ment is that of the electromotive force, namely, from places of 
higher to places of lower potential. 

Eesides the electric displacement within the oeU. ^a \i.'k<i^ *«& j 
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consider the state of tbe two ends of the cell which are formed by 
the equipotential surfaces. We mast suppose that in every coll the 
end formed by the surface of higher potential is coated with oug 
nnit of positive electricity, the opposite end, that formed by the 
surface of lower potential, being- coated with one unit of negative 
electricity. In the interior of the medium where the positive end 
of one cell is in contact with the negative end of the next, these 
two electrifi cations exactly neutralise each other, but where tbe 
dielectric medium is bounded by a condnetor, the electrification is 
no longer neutralised, but eonstitntes the obser\'ed electrification at 
the surface of the conductor. 

According to this view of electrification, we must regard electri- 
fication as a property of the dielectric medium rather than of tbe 
conductor which is bounded by it. 

63.] If we further admit that in every part of s dielectric 
medium through which electric induction is taking place there is 
a tension, like that of a rope, in the direction of tbe Knes of force, 
and a pressure in all directions at right angles to tbe lines of force, 
we may account for all tbe mechanical actions which take place 
between electrified bodies. 

The tension, referred to unit of Burfaee, is proportional to tbe 
square of tbe electromotive force at the point. Tbe pressure has 
the same numerical value, but is, of course, opposite in sign. 

In my larger treatise on electricity a proof is given of the fact 
that a system of stress such as is here described is consistent with 
tbe equilibrium of a fluid dielectric medium, and that this state of 
stress in tbe medium is mechanically equivalent to the attraction 
or repulsion which electrified bodies manifest. 

I have not, however, attempted, by any hypothesis as to the inter- 
nal constitution of the dielectric medium, to explain in what way the 
electric displacement causes or is associated with this state of stress. 

We have thus, by means of the tubes of induction and the 
equipotential surfaces, constructed a geometrical model of the field 
of electric force. Diagrams of particular cases are given in the 
figures at the end of this book. 

The direction and magnitude of the electric force at any point 
may be indicated either by means of the equipotential surfaces or 
by means of tbe tubes of induction. Hence, when it is expressed 
in both ways, we may by the study of the relation between the 
equipotential surfaces and tbe tubes of induction deduce important 
theorems in the theory of electricity. 
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0« the use of Physical Analogies. 

64.] In many cases the relatione of the phenomena in two 
different physical questions have a certain similarity which enables 
us, when we have solved one of these questions, to make nse of onr 
solution in answering the other. The similarity which constitutes 
the analogy is not between the phenomena themselves, but be- 
tween the relations of these phenomena. 

To begin with a case of extreme simplicity ; — a person slow at 
arithmetic having to find the price of 52 yards of cotton at 7 pence 
a yard, if he happened to remember that there are 52 weeks and a 
day in a year of 365 days, might at once give the answer, 364 
pence, without performing the calcnlation. Here there is no re- 
semblance whatever between the quantities themselves — ^the weeks 
and the yards of cotton, — the sole resemblance is beween the arith- 
metical relations of these quantities to others in the same qaestion. 

The analogy between electrostatic phenomena and those of the 
uniform conduction of heat in solid bodies was first pointed out by 
Sir W. Thomson in a paper ' On the Uniform Motion of Heat in 
Homogeneous Solid Bodies, and its connection with the Mathema- 
tical Theory of Electricity,' published in the Cambridge MatheTtiaiieal 
Journal, Feb. 1842 ; reprinted in the Phil. Mag. 1854, and in the 
reprint of Thomson's papers on Electrostaticg and Maffnelism. The 
analogy is of the following nature : — 



ElertroitaUca. 
The dectrie field. 
A dielectrio medinm. 
^e electric potential nt difTerent points 
of the ead. 

The eleotroniotiTe force which tends to 
poBitirely electrified bodies from 
,0 places of lower po- 
t«DtJal. 

A oonduoting body. 

The poBidvely electrified Burfnce of a con- 
ductor. 

The Degativelj electrified surface of a 
oonductor. 

A positively electrified body. 

A negatively electiilied hody. 



Heat. 
An unequally heated body. 
A body which condocta heat. 
The teaiperatore at different puinte in tlie 

The flow of heat by coaduotion from 
places of higher to places of lower 

A perfect conductor of heat. 

A surface through which heat flows into 

the body. 
A surface througb wliich beat escapes 

Ironj the body. 



\.lini 



ink of beat, that is, a place at whicl 
eat disappears from the body, 
isothermal sorfaco. 

tube of flow of heat. 



By a judicious use of this analogy and other analogies of the 
3 nature the progress of physical science has been greatly <** \ 
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sisted. In order to avoid the dangers of crude hypotheses we must 
study the trae nature of analogies of this kind. We must not con- 
elude from the partial similarity of some of the relations of the 
phenomena of heat and electricity that there ia any real physical 
similarity between the causes of these phenomena. The similarity 
is a similarity between relations, not a similarity between the things 
related, 

Tliis pimikrity is bo complete as far as it goes that any result we 
may have obtained either about electricity or about the conduction 
of heat may be at once translated out of the language of the one 
science int-o that of the other without fear of error ; and in pursuing 
our investigations in either subject we are at liberty to make use 
of the ideas belonging to the other, if by so doing we are enabled 
to see more clearly the connection betweeu one step and another of 
the reasoning. 

We must bear in mind that at the time when Sir W. Thomson 
pointed out the analogy between electrostatic and thermal phe- 
nomena men of science were as firmly convinced that electric at- 
traction was a direct action between distant bodies as that the 
conduction of heat was the continuous flow of a material fluid 
through a solid body. The dissimilarity, therefore, between the 
things themselves appeared far greater to the men of that time than 
to the readers of this book, who, unless they have been previously 
instructed, have not yet learned either that heat is a fluid or that 
electricity acts at a distance. 

65.] But we must now consider the limits of the analogy— the 
points beyond which we must not push it. 

In the first place, it is only a particular class of cases of the 
conduction of heat that have analogous cases in electrostatics. In 
general, when heat is flowing through a body it causes the tempexa- 
ture of some parts of the body to rise and that of others to fall, 
and the flow of heat, which depends on the relation of these tempera- 
tures, is therefore variable. If the supply of heat is maintained 
uniform, the temperatures of the difierent parts of the body tend to 
adjust themselves to a state in which they remain constant. The 
quantity of heat which enters any given portion of the body is then 
exactly equal to that which leaves it during the same time. Under 
these circumstances the flow of heat is said to be steady. 

Now the analogy with electric phenomena applies to the steady- 
flow of heat only. The more general case, that of variable flow of 
h&it, has nothing in electrostatics analogous to it. Even the i 
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stricted case of steady flow of heat differs in a most important 
element from the ekctroatatic analogne. The steady flow of beat 
must be kept up by the continual supply of heat at a constant rate 
and the continual withdrawal of heat at an equal rate. This in- 
volves a continual expenditure of energy to maintain the flow of 
heat in a constant state, so that though the state of the body 
remains constant and independent of time, the element of tia\e 
entei's into the calculation of the amount of heat required. 

The element of time does not enter into the corresponding case 
in electrostatics. So far as vm know, a set of electrified bodies 
placed in a perfectly insulating medium might remain electrified 
for ever without a supply of anything from external sources. 
There is nothing in this case to which we can apply the term 
' flow,' which we apply to the case of the tiausmiseion of heat 
with the same propriety that we apply it to the case of a cun-ent 
of electricity, of water, or of time itself. 

66.] Another limitation to the analogy is that the temperature 1 
of a body cannot be altered without altering its physical state. ' 
The density, conductivity, electric properties, &e. all vary when tlie 
temperature rises. 

The electrical potential, however, wbich is the analogne of tem- 
perature is a mere scientific concept. We have no reason to 
regard it as denoting a physical state. If a number of bodies 
are placed within a hollow metallic vessel which completely sur- 
rounds them, we may charge the outer surface of the vessel and 
discharge it as we please without producing any physical effect 
whatever on the bodies within. But we know that the electric 
potential of the enclosed bodies rises and falls with that of the 
vessel. This may be proved by passing a conductor connected 
to the earth through a hole in the vessel. The relation of the 
enclosed bodies to this conductor will be altered by charging and 
discharging the vessel. But if the conductor be removed, the 
simultaneous ri^ie and fall of the potentials of the bodies in the 
vessel is not attended with any physical effect whatever. 

67.] Faraday* proved this by constructing a hollow cube, twelve 
feet in the side, covered with good conducting materials, insulated 
from the ground and highly electrified by a powerful machine. 
'I went into this cube,' he says, 'and lived in it, but though I 
used lighted candles, electrometers, and all other tests of electrical 
states, 1 could not find the least influence upon them, or indicatiou 
* £xp. Ret. 1173. 
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of anything particular given by them, thoufjh all the time the 
nutside of the cube was powerfully chai'g«d and large eparks and 
brushes were starting off from every part of its outer surfaee.' 

It appears, therefore, that the most gudden changes of potential 
produce no physical effects on matter, live or dead, provided these 
changes take plaee simultaneously on all the bodies in the iield. 
, If Faraday, instead of raising his cube to a high electric potential, 
bad raised it to a high temperature, the result, as we know, would 
ha\'e been very different. 

68.] It appears, therefore, that the analogy between the con- 
duction of heat and electrostatic phenomena has its limits, beyond 
which we must not attempt to push it. At the time when it was 
pointed out by ThomsoBj men of science were already acquainted 
with the great work of Fourier on the conduction of heat in solid 
bodies, and their minds were more familiar with tbe ideas there 
developed than with those belonging to current electricity, or to 
the theory of the displacements of a medium. 

It is true that Oiim had, in 1827, applied the results obtained 
by Fourier for heat to the theoiy of the distribution of electric 
currents in conductors, hut it was long before tbe practical value 
of Ohm's work was understood, and till men became familiar with 
the idea of electric currents in solid conductors, any illustration of 
electrostatic phenomena drawn from such currents would have served 
rather to obscure than to enlighten their minds. 

69.] When an electric current flows through a solid conductor, 
the direction of the cmTent at any point is from places of higher 
to places of lower potential, and its intensity is proportional to the 
rate at which the potential decreases from point to point of a line 
drawn in the direction of the current. 

We may suppose equipotential surfaces drawn in the conducting 
medium. The lines of flow of the current are everywhere at right 
angles to the equipotential surfaces, and the rate of flow is pro- 
portional to the number of equipotential surfaces which would be 
cut by a line of unit length drawn in the direction of tbe current. 

It appears, therefore, that this ease of a conducting medium 
through which an electric current is passing has certain points 
of analogy with that of a dielectric medium bounded by electrified 
bodies. 

In both the medium ia divided into layera by a series of equi- 
potential surfaces. In both there is a system of lines which are 
everywhere perpendicular to these surfaces. In the one case thf 
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lines aie called current lines or lines of flow ; in the other they 
Bie called lines of electric force or electric induction. 

An assemblag'e of such lines drawn irom every point of a given 
line is called a EiirfacQ of flow. Since the lines of which this 
sorfacB is formed are everywhere in the direction of the electric 
current, no part of the cuirent passes through the surface of flow. 
Such a surface therefore may be regarded as impervious to the 
current without in any way altering the state of things, 

K the line from which the assemblage of lines of flow is drawn 
is one which returns into itsslf, which we shall call a closed curve, 
or, more briefly, a ring, the surface of How will have the form of a 
tube and is called a tube of flow. Any two sections of the same 
tube of flow correspond to each other in the sense defined in Art.. 54, 
and the quantities of electricity which in the same time flow serosa 
these two sections arc equal. 

Here then we have the analogue of Faraday's law, that the 
quantities of electricity upon coiresponding areas of opposed con- 
ducting surfaces are equal and opposite. 

Paraday made great use of this analogy between electrostatic 
phenomena and those of the eh'ctric current, or, as he expressed 
it, between induction in dielectrics and conduction in conductors, 
and he proved that, in many cases, induction and conduction are 
associated phenomena. Exp. Jiea. 1320, 1326. 

We must remember, however, -that the electric current cannot 
be maintained constant through a conductor which reeiats its 
passage except by a continual expenditure of energy, whereas 
induction in a perfectly insulating dielectric between oppositely 
electrified conductors may be maintained in it for an indefinitely 
long time without any expenditure of energy, except that which 
is required to produce the original electrification. The element of 
time enters into the question of conduction in a way in which it 
does not appear iu that of induction. 

70.] But we may arrive at a more perfect mental representation 
of induction by comparing it, not with the instantaneous state of 
a current, but with the small displacements of a medium of in- 
variable density. 

Returning to the case of an electric current through a solid 
conductor, let us suppose that the current, after flowing for a 
very short time, ceases. If we consider a surface drawn within 
the solid, then if this surface intenjccts the tubes of flow, a certain 
qoantity of electricity will have passed &om one side of the surface • 
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to the other duiing the time when the current was flowing, 'fhis 
pasEago of electricity through the surface is called eleclrlo dis- 
placement, and the displacement through a given surface is the 
quantity of electricity which passes through it. In the case of 
a continuous current the displacement increases continuouely as 
long as the current is kept up, but if the current lasts for a finite 
time) the displacement reaches its final value and then remains 
constant. The lines, surfaces, and tubes of flow of the transient 
cun'ent are also bnes, surfaces, and tubes of displacement. The 
displacements across any two sections of the same tnbe of dis- 
placement are equal. At the beginning of each unit tube of 
displacement there is a unit of positive electricity, and at the end 
of the tube there is a unit of negative electricity. 

At every point of the medium there is a state of stress con- 
sisting of a tension in the direction of the line of displacement 
through the point and a pressure in all directions at right angles 
to this line. The numerical value of the tension is equal to that 
of the pressure, namely, the square of the intensity of the electric 
force divided by 4 «. 

71.] By the consideration of the properties of the tubes of 
induction and the equipotential surfaces we may easily prove 
several important general theorems in the theory of electricity, 
the demonstration of which by the older methods is long and 
difficult. The properties of a tube of induction have akeady 
been stated, but for the sake of what follows wo may state them 

(1) If a, tube of induction is cut by an imaginary surface, the 
quantity of electricity displaced across a section of the tube is the 
same at whatever part of the tnbe the section be made. 

(2) In every part of the coarae of a line of electrostatic force 
it cuts the equipotential surfaces at right angles, and is proceeding 
from a place of higher to a place of lower potential. 

Note. This statement is true only when the distribution of 
electric force can be completely represented by means of a set of 
equipotential suifaces. ITiis is always the case when the electricity 
is in equilibrium, but when there ai-e electric currents, though in 
some parts of the field it may be possible to draw a set of equi- 
potential surfaces, there are other parts of the field where the 
distribution of electric force cannot be represented by means of 
such surfaces. For an electric cui-rent is always of the natiu'c of 
r which retuma into itself, and such a circuit cannot in 
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every part of its coarBe be proceeding from places of higher to 
places of lower potential. 

72.] It may be observed that in (l) we have used the words 
'tube of induction,' and in (2) the words 'line of eleetroBtatic 
force." In a fluid dielectric, such as air, the line of electrostatic 
force is always in the same direction as the tube of induction, and 
it may seem pedantic to maintain a distinction between them. 
There are other caaes, however, in which it is very important to 
remember that a tube of induction is defined with respect to the 
phenomenon which we have called electric displacement, while a 
line of force is deEned with respect to the electric force. In fluids 
the electric displacement is always in the direction of the electric 
force, hut there are solid bodies in which this is not the case*, and 
in which, therefore, the tubes of induction do not coincide in direc- 
tion with the lines of force. 

73.] It follows from (l) that every tube of induction begins 
at a place where there is a certain quantity of jiositive electricity 
and ends at a place where there is an equal quantity of negative 
electricity, and that, conversely, from any place where there is posi- 
tive electricity a tube may be drawn, and that wherever there is 
negative electricity a tube must terminate. 

74.] It follows from (2) that the potential at the beginning of a 
tube is higher than at the end of it. Hence, no tube can return 
into itself, for in that case the same point would have two different 
potentials, which is impossible. 

75.] From this wo may prove that if the potential at every 
point of a closed surface is the same, and if there is no electrified 
body within that surface, the potential at any point within the 
region enclosed within the closed surface is the same as that at 
the surface. 

For if there were any difference of potential between one point 
and another within this region, there would be lines of force from 
the places of higher towards the places of lower potential. These 
lines, as we have seen, cannot return into themselves. Hence they 
must have their extremities either within the region or without it. 
Neither extremity of a line of force can be within the region, for 
there must be positive electrification at the beginning and negative 
electrification at the end of a line of force, but by our hypothesis 
there is no electrification within the region. On the other hand, a 
* See the eiperiineatB of Boltzmanu on cr^atale of BUlphnr. Viemu Sitznngib. 
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line of force within the region cannot have its extremities without 
the region, for in that case it must enter the region at one point 
of the Biirface and leave it at another, and therefore by (2) the 
potential must be hig^her at the point of entry than at the point 
of issue, which is contrary to our hypothcsia that the potential ia 
the same at every point of the surface. 

Hence no line of force can exist within the region, and therefore 
the potential at any point within the region is the same as that at 
the surface itself. 

76,] It follows from this theorem, that if the closed surface is 
the internal surface of a hollow conducting vessel, and if no elec- 
trified body ia within the surface, there is no electrification on the 
internal surface. For if there were, lines of force would proceed 
from the electrified parts of the surface into the region within, 
and we have already proved that there are no lines of force in 
that region. 

We have already proved this by experiment (Art. 20), but we 
now see that it is a necessary consequence of the properties of 
lines of force. 



Sujierpodliou of eleairic *^s(ems. 

77.] We have already (Art. 29) given some examples of the 
superposition of electric effects, but we must now state the principle 
of superposition more definitely. 

^ the same system is eleairijied in three different wags, then if the 
•potential at any point in the third case is the sum of the poietiiials in 
(he first and second cases, the electrijieation of any part of the system 
in the third cage mil be the sum of the electrifications of the same part 
in the first and second cases. 

By reversing the sign of the electrification s and potentials in 
one of these cases, we may enunciate the principle with respect 
to the case in which the potential and the electrification are at 
every point the excess of what they are in the first case over what 
they are in the second. 

78.] We may now establish a theorem which is of the greatest 
importance in the theory of electricity. 

If the electric field under consideration consist of a finite portion 
of a dielectric medium, and if at every point of the boundary of 
this region the potential is given, and if the distribution of electri- 
£cation within the region be also given, then the potential at e 
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point within the region can have one and only one valne consistent 
with these conditions. 

One value at leaat of the potential must be possible, because the 
conditions of the theorem are physically possible. Again, if at 
any point two values of the potential were possible, then by 
taking the excess of the first valne over the second for every 
point of the system, a third case might be formed in which the 
potential is everv'where the excess of the first case above the second. 
At the boundary of the region the potential in the third case is 
everywhere zero. Within the region the electrification is every- 
where zero. Hence, by {Art. 76), at every point within the region | 
the potential in the third ease is zero. 

There is, therefore, no diflerence between the dintribiition of 
potential in the first case and in the second, or, in other words, 
the potential at any point within the region can have only one 
value. 

If in any case we can find a distribution of potential wMt^ J 
satisfies the given conditions, then by this theorem we are assnied' i 
that this disti'ibution is the only possible solution of the problem* 
Hence the importance of this theorem in the theory of electricity. 

79.] For instance, let A be an electrified body and let B ha 
one of the equipotential surfaces surrounding the body. Let the 
potential of the surface B he equal to P. Now 
let a conducting body be constructed and placed 
so that its external surface coincides with the j 
closed surface £, and let it be so electrified that \ 
its potential is P. Then the conditions of the 
region outside B ore the same as when it was 
acted on by the body A only. For the potential 
over the whole bounding surface of the region is P, the same aa 
before, and whatever electrified bodies exist outside of B remain 
unchanged. Hence the potential at every point outside of JB may, 
consistently with the conditions, be the same as before. By our 
theorem, therefore, the potential at every point outside B mvst be 
the same, when, instead of the body A, we have a conducting 
surface B, raised to the potential P. 

80.] The charge of every part of the surface of a conductor is 
of the same sign as its potential, unless there is another body 
in the field whose potential is of the same sign but numerically 
greater. 

Jjet na mppoae the potential of the body to ^ y«v<a.vft\ ^ 
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if on any part of its anrfaee there is negative electricity, lines of 
force must terminate on this part of the Burface, and these lines 
of force must begin at eome electrified surface whose potential is 
higher than that of the body. Hence, if there is no other body 
whose potential is higher than that of the given body, no part 
of the surface of the given body can be charged with negative 
electricity. 

If an uninsulated conductor is placed in the same field with a 
charged conductor, the charge on every part of the surface of 
the uninsulated conductor is of the opposite sign to the charge of 
the charged conductor. 

For since the potential of the uninsulated body is zero, there 
can be no line of force between it and the walls of the room, or 
infinite space where the potential is always zero. The line of force 
which has one end at any point of the surface of this body must 
therefore have its other end at some point of the charged body, 
and since the two extremities of a line of force are oppositely 
electrified, the electrification of the surface of the uninsulated body 
must be everywhere opposite to the charge of the charged body. 

The charged body in this cspeiiment is called the Inductor, and 
the other body the induced body. 

When the induced body is uninsulated, the electricity spread 
over every part of its surface is, as we have just proved, of the 
opposite sign to that of the inductor. 

The total charge, E^, of the induced body, which we may call A, 
may be found by multiplying Pg, the potential of the inductor B, 
by Qua, the mutual coefficient of induction between the bodies, 
which is always a negative quantity. 

This electrification induced on an uninsulated body is called 
by some writers on electricity the Induced Electrification of the 
First Species, Since the potential of -J is already zero, it is 
manifest that if any pai't of its surface is touched by a fine wire 
communicating with the ground there will be no discharge. 

Nest, let us suppose that the body. A, instead of being unin- 
sulated is insulated, but originally without charge. Under the 
action of the inductor B part of its surface, on the side nest to B, 
will become electrified oppositely to 5; hut since the algebraic 
sum of its electrification is zero, some other part of its surface must 
be electrified similarly to B. 

This electrification, of the same name as that of B, is called by 
writers on electiieity the Induced Electrification of the S( 
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Species. If a wire connected with the gronnd he now made to 
touch any part of the surface of y], electricity of the same name 
as that of B will he discharged, its amount being oijual and op- 
posite to the negative charge (of the first species) which remains 
on the hody A^ which is now reduced to potential zero. 

In order to obtain a clearer idea of the distrihution of electricity 
on the Btirfacc of A under various conditions, let ns begin by 
supposing the potential of .4 to he zero and that of B to be unity, | 
Let the surface- density at a given point P on the surface of A 
be — T„ and let the whole charge of A be — jjo- The negative 
sign is prefixed to the symbols of these quantities because the 
quantities themselves are always negative. 

The charge of JB in this case is q^- 

Let us next suppose the potential of A to he nnity and that of S I 
to be zero, and let the surface-density at the point P be now t^, and 
the whole charge on A, qA ■ 

These quantities are both essentially positive, and q^^ is called 
the capacity of A. The value of both is increased on account of] 
the presence of B in the field. 

Let ua now suppose that the potentials of A and B are P^ and 
Pb respectively ; then the surface -density at the point P is 

and the charge of A'vi Ea = Pa 1a ~ Pa gAB, 
and that of 5 is Ea = Pa Ib-Pa Iab- [See Art. 39.] 

If A is insnlat« and without charged Ba = 0, which gives 



p^=p,' 



and the surface-density at P is 



U 



'Aso-i-gA'^iY 



On a region of the surface of A next to B, t will be of the 
opposite sign from Pp ; and on a region on the other side from 
tr will he of the same sign with P^. The honndary between these 
two regions forms what is called the neutral line, the form and 
position of which depend on the form and position of A and B. 
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81.] A SPHERICAL conductor is electrified and insulated within 
the concentric apherieal internal surface of a conducting vessel. 

On account of the perfi-et symmetry of this system in all direc- 
tions, it is manifest that the distribution of electricity will be 
unifoi-m over each of the opposed spherical surfaces, that the lines 
of force will he in the directions passing through the common 
centre of the spheres, and that the equipotential surfaces will be 
spheres having this point for their centre. 

If e is the quantity of electricity on the inner sphere and E that on 
the internal anrface of the outer sphere, then by Experiment VIII 

.. ^=~'- (1) 

If r and R are the radii of the spheres, t and S their surfaces, 
and a and 2 the surface-densities of the electricity on these 
surfaces, then hy geometry, 

s = 47rj^, S=4TrS^, {2} 

where ir denotes the ratio of the circumference of a circle to its 
diameter. 

The whole charge on either sphere is found by multiplying the 
smface into the surface-density, or 

e = s^, E = 52 (3) 

e E 
H^^ce, ''=^^> -=T7^' (^) 

anaby(l), ^ = ^^ (^) 

It appears, therefore, that when the charge, e, of the inner 
sphere is given, the surface-density, 2, on the internal surface of 
the vessel ia inversely as the square of the distance of that surface 
from the centre of the electrified sphere. 

Hence hy Coulomb's law (Experiment XIII, Art. 47) the elec- 
tromotive force at the outer spherical surface is inversely as the 
square of the distance from the centre of the sphere. 
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Tbia is the law according to wtieli the electric force varies 
at diEFerent distances from a sphere uniformly electrified. The 
amount of the force is independent of the radius of the inner 
electrified sphere, and depends only on the whole charge upon it. 
If we suppose the radius of the inner sphere to become veryl small 
till at last the sphere cannot be distinguished from a point, we 
may imagine the whole charge concentrated at this point, and 
we may then express our result by saying that the electric 
action of a uniformly electrified sphere at any point outside the 
fipbere is the same as that of the whole charge of the sphere would 
be if concentrated at the centre of the sphere. 

We must bear in mind, however, that it is physically impossible 
to charge the small sphere with more than a certain quantity of 
electricity on each unit of area of its surface. If the surface- 
density exceed this limit, electricity will fly off in the form of the 
brush discharge. Hence the idea of an electrified point is a mere 
mathematical fiction which can never be realised in nature. The 
imaginary charge concentrated at the centre of the sphere, which 
produces an efl'ect outside the sphere equivalent to that of the 
actual distribution of electricity on the surfaee, is called the 
Electiieal linage of that distribution. See Art. 100. 

Meagitrement of Weclricifi). 

82.] We Lave already described methods of comparing the 
quantity of electrification on different bodies, but in each case we 
have only compared one quantity of electricity with another, 
without determining the absolute value of either. To determine 
the absolute value of an electric charge we must compare it with 
some definite quantity of electricity, which we assume as a unit. 

The unit of electricity adopted in electrostatics is that quantity 
of positive or vitreous electricity which, if concentrated in a point, 
and placed at the unit of distance from an equal charge, also 
concentrated in a point, would repel it with the unit of mechanical 
force. The dielectric medium between the two charged points is 
supposed to be air. 

83,] Let ns now suppose two bodies, whose dimensions are small 
compared with the distance between them, to be charged with 
electricity. Let the charge of the first body be e units of electri- 
city and that of the second e' units, and let the distance between 
the bodies be r. 
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ELECTBOMOTIYE FORCE AT A POINT. 



Then, since the force varies inveraely aa the square of the 
distance, the force with which each nnifc of electricity in the 
first body repels each unit of electricity in the second boiy will 

'^-j ,and since the number of paira of nnita, one in each bodjTj 



is ee', the whole repulsii 



I between the bodies will be 



If the charge of the first or the second body is negative we 
must consider e or e* negative. If the one charge is positive and 
the other negative, / will be negative, or the force between the 
l)odies will be an attraction instead of a repnlsion. If the charges 
are both positive or both negative, the force between the bodies 
will be a repulsion. 

84.] DeJiniiioH. — The electric or electromotive force at a point 
is the force which would be experienced by a small body charged 
with the unit of positive electricity and placed at that point, the 
electrification of the system being supposed to remain undisturbed 
by the presence of this unit of electricity. 

We shall use the Gorman letter @ as the symbol of electric 
force. 

85.] Let us now return to the ease of a sphere whose radius 
is r, the external surface of which is uniformly electrified, the 
surface-density of the electrification being <y. As we have already 
proved, the whole charge of the sphere is 

e = 4 wr'o-. 
At any point outside the sphere such that the distance from 
the centre of the sphere is / the electromotive force, <S, is directed 
from the centre, and its value is 



I 



e = 



If the point is close to the surface of the sphere, / = 



or the electric force close to the surface of an electrified sphere la 
at right angles to the surface and is equal to the sui-faee- density 
multiplied by 4 jr. 

We have already seen that in all cases the electric force close 
to the surface of a conductor is at right angles to that surface, and 
Js javportJoBBl to the surface -density. We now, by means of this 



I 
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particular case, iind that the constant ratio of the electric force 
to the surface -density is 4 w for a uniformly electrified ephere, and 
therefore this is the ratio for a conductor of any form. 
The equation g _ 4^^ 

is the complete expression of the law discovered by Coulomb and 
referred to in Arts. 47 and 81. 



Value of the Potential. 

86.] We must next consider the valnes of the potential at 
different distances from a small electrified body. 

Dff/imtion. The electric potential ab any point is the work which 
moBt be expended in order to bring a liody charged with unit 
of electricity from an infinite distance to that point. 

If V is tlie potential at A and i//' that at B, then the work 
which must be spent by the external agency in overcoming 
electrical force while carrying a unit of electricity from A \a B 
ig 1^' — 1^. 

The quantity ■^' — i^ would also represent the work which would 
be done by the electrical forces in assisting the transfer of the unit 
of electricity from -B to ^ if the motion were reversed. 

If the force from B to A were constant and equal to @, then 

In general, the electric force varies as the body moves from B to A, 
so that we cannot at once apply this method of finding the differ- 
ence of potentials. But, by breaking up the path £A into a 
sufficient number of parts, we may make these parts so small that 
the electric force may be regai'ded as uniform during the passage 
of the body along any one of these parts. We may then ascertain 
the parts of the work done in each part of the path, and by adding 
them together, obtain the whole work done during the passage 
from B to A. 



Let us suppose a unit of electricity placed at 0, and let the 
distances of the points A, B, C, ... Z from be n, 6, c, ...z. The 

electric force at ^ is -^ , at 5 t^ > and so on, alt in the direction 



To find the work whict must be done in order to bring a 
unit of electricity from A io £ we miist multiply the distance AB 
by the average of the electromotive force at the various points 

1 A and .5. The least -value of the force is -^. and the 



greatest value is ^ ■ Hence the work required is greater than —^ 

and less than -j^ ■ Now AB is a — 6, and the true value of the 

work is the excess of the potential at B over that at A. Hence 
if we now write A, B, C, ... Z for the potentials at the correspond- 
ing points, we may express the work required to bring the unit 
of electricity from ^ to 5 by JB—A, This quantity therefore is 
greater than a — b' ,1 KS 



We may express this by the doable inequality 

Similarly (!_ 1 )^ < C-i,< (1 - 1)* , 

and 60 on. The ratios 7- 1 - > &c., are all greater than nnity. Let 
us suppose that the greatest of these ratios is eqnal to p. The 
ratios -J &e., are the reciprocals of these; they are therefore all 
Hence 



(J-3) <--<(i-3> 



Adding- these inequalitien w 


<Z- 

efind 
<Z- 


^<(^ 
^<(i 


1 

1 


r. 
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By intreasing the number of points between J and if and making 
the intervals between them smaller we may make the greatest 
ratio, p, as near to unity as we please, and we may therefore 
assert that, as the line AZ is more and more minutely divided, 

the quantity /3 and its reciprocal - approach unity as their com- 
mon limit. In the limit, therefore, 

z a 
We have thus found the difference between the potentials at 
A and Z. To determine the actual vahie of the potential, say at Z, 
we must refer to the definition of the potential, that it is the 
work expended in bringing unit of electricity from an infinite 
distance to the given point. We have therefore in the above 
expression to suppose the point A removed to an infinite distance 
from 0, in which case the potential A is zero, and the reciprocal of 

the distance, or - , is also zei'o. The ajuation is therefore reduced to 
the form 7—^ 

or in words, the numerical value of the potential at u given point 
due to unit of electricity at a given distance is the reciprocal of the 
number expressing that distance. 

If the charge is e, then the potential at a distance ; is - - 

The potential due to a number of charges placed at different 
distances from the given point is found by adding the potentials 
due to each separate charge, regard being had to the sign of each 
potential. 

87.] Since, ss we have seen, the electric force at any point 
outside a uniformly electrified spherical surface is the same as if the 
electric charge of the surface had been concentrated at its centre, 
the potential due to the electrified surface must be, for points 
outside it, 



where e is the whole charge of the surface, and r is the distance of | 
the given point from the centre. 

Let a be the radius of the spherical surface, then this expression 
for the potential is true as long as r is grOi^ th^ *-, ^^ 
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CAPACrXT OF TWO CONCENTKIC SPHEEES. 



surface, r is eqoal to a. The potential at the eurface dae to t 
own electritieatioQ is therefore 



[since there can be no discootiniiit}' in the valne of the poteni 
between the Eorface and a point just ontside it]. 

Within the Hurface there is no electromotiTe force, and the 
potential is therefore the same as at the surface for all pointe 
within the sphere 

If the potential of the spherical sor^e ia anity, then 



or the charge is numerically equal to the radius. 

Now the electric capacity' of a body in a given field ia measured 
bj- the charge which raises its potential to unity. Hence the 
electric capacity of a conducting sphere placed in air at a eon- 
^derable distance from any other conductor is numerically equal 
to the radius of the sphere. 

If by means of an electrometer we can measure the potential of 
the sphere, we can ascertain its charge by multiplying this potential 
by the radius of the sphere. This method of measuring a quantity 
of electricity wa« employed by Weber and Rohlrausch in their 
determination of the ratio of the unit employed in electromagnetic 
to that employed in electrostatic researches. Since there is no 
electric force within a unifomJy electrified sphere the potential J 

within the sphere is conntant and equal to - • I 

88.] We are now able to complete the theory of the electrifica- 
tion of two concentric spherical surfaces. 

Let a spherical conductor of radius a be insulated within a 
hollow conducting vessel, the internal surface of which is a sphere 
of radius b concentric with the inner sphere. Let the charge 
on the inner sphere be e, then, as we have already seen, the 
ohar^o on the interior surface of the vessel will be — e. At any 
point outside both spherical euifaces and distant t from the 
centre the electric potential due to the inner sphere will bo | 



4 



- , and that due to the outer sphere will be - 



Since these:! 



two quantities are numerically equal, but of opposite sign, thej 
destroy each other, and the potential at every point for which i 
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Between the two spherical surfaces, at a point distant r from the 
centre, the potential due to the inner sphere is -, and that dne to 
the outer sphere is -7-. Hence the whole potential in this inter- 
mediate space is e f -V 

At the surface of the inner sphere r = a, so that the potential of 

the inner sphere is ef t) • 

The potential at all points within the inner sphere is uniform and 
equal to e ( j) . 

The capacity of the inner sphere is numerically equal to the value 
of e when the potential is made equal to unity. In this case 



I 



orj the capacity of a sphere insulated within a concentric spherical 
surface is a fourth proportional to the distances (6—") between the 
Borfacea and radii (a, h) of the surfaces. 

By diminishing the interval, b—a, between the surfaces, the 
capacity of the system may be made very great without making 
use of very large spheres. 

This example may serve to illustrate the principle of the Leyden 
jar, which consists of two metallic surfaces separated by insulating 
material. The smaller the distance between the surfaces and the 
greater the area of the surfaces, the greater the capacity of the jar. 

Hence, if an electrical machine which can charge a body up to a 
given potential is employed to charge a Leyden jar, one surface of 
which is connected with the earth, it will, if worked long enough, 
communicate a much greater charge to the jar than it would to a 
very lai^ insulated body placed at a great distance from any other 
conductor. 

The capacity of the jar, however, depends on the nature of the 
dielectric which is between the two metallic surfaces as well as on 
its thickness and area. See Art. 131 et sqq. 
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Two P4BALI.EL Plases. 

89.] Another simple ease of electrification is that in which thA'l 
electrodes are two parallel plane surfaces at a distance c. We Bhall I 
suppose the dimensions of these snrfacea to be very great compared I 
with the distance between them, and we shall consider the eleo- J 
tiicsl action only in that part of the space between the planes | 
whose distance from the ed^s of the plates is many times greater 1 
than c. 

"Let A be the potential of the apper plane in the figure, and B I 

that of the lower plane. Then 

1 ~^ ^ the electric force at any point 

B -^ between the planes, and not 

Tig. 20, near the edge of either plane, 

A—S 
is -, acting from A to S. The electric density on the upper 

plane is found by Coulomb's Law by dividing this quantity by Itt. 
If (T bo the surface density 

The surface density on the plane B is equal to this in magnitude 
but opposite in sign. 

Let us now consider the quantity of electricity on an area 8, 
which we may suppose cut out from the upper plane by aa^l 
imaginary closed curve. Multiplying S into a, we find ■ 

'='^^- <^) 

The quantity of electricity on an equal area of the plane B taken 
exactly opposite to S will be — e. The energy of the electrification 
of these two portions of electricity is, by Art. 3 1 , 

Q = iiAe + l!(-e}} = i(A-JI),. (3) 

ExpressLng this in terms of e it becomes 

s = f ^<-. («) 

If c, the distance between the snrfaees, be made to increase to 1/ 
the charges of the surfaces remaining the same, the energy will 

become 



ATTKACTED DISC ELECTEOMETERS. 



»■■] 

The aagmentation of the potential energy is 

«■-« = ¥'"<"'-* Ci) 

and this is the work done by external agency in pulling the planes 
asnnder against the electric attraction. 

If F is the electric attraction between the two areas 5, 



F{o'-,)=^e^,'-c-,. 



(') 



90.] This resnlt gives us the best experimental method of measui- 
ing the quantity of electricity on the area S, for by this equation 



Vf- 



In this expression F is the force of attraction on the area 8 deter- ' 
mined in dynamical measure from observation of its effects. S is 
the area of the surface and w is the ratio of the circnniferenee of a 
circle to its diameter. 

The difference between the potentials, A and B, of the two planes 
is easily found in terms of e by means of equation (2), thus, 



A— 11= 4-nc 



l-'^V 



STT-f 



(10) 

91.] In Sir William Thomson's attracted disk electrometers a 
disk is so arranged that when in its proper position the surface of 
the disk forms part of a much larger plane surface extending for a 
considerable distance on all sides of the disk. The part of the sur- 
face outside the moveable disk is called the Guard Ring and the 
surface of "the disk and guard ring together may be considered aa 
the surface of a lai^e disk, part of which, near its centre, is 
moveable. Opposite thia disk is placed another disk having its 
■urface parallel to the first disk and much larger than the move- 
able disk. The electrification of the moveable disk is then the 
same as that of a small portion of one of the large opposed planes 
taken at a considerable distance from the edge of the plane, and 
only veiy small corrections are needed to make the formuhe already 
given apply to the case of the moveable disk. 

The distribution of electrification and of electric force near the 
edges of the large disks is by no means so simple. Itu (».\s::^3^a^J^L 
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in Art. 202 of my larger Treatise, and the lines of force and 
equipotential sorfaoes are ehown in Plate V at the end of this 
book, 

92.] The direct problem of electrostatics — the problem which 
the circomstanees of every electrostatic experiment present to us — 
may be stated as follows. 

A system of insulated condnctors is given in form and position, 
and the electric char^ of each conductor is given, required the 
distribution of electricity on each conductor and the electric po- 
tential at any point of the field. 

The mathematical difiiculties of the solution of this problem have 
been overcome hithei-to only in a small number of cases, and it is 
only by a study of what we may call the inverse problem that the 
results we posseBs have been obtained. 

In the invei-se problem, a possible distribution of potential 
being given, it is required to find the forms, positions, and charges 
of a system of conductors which shall be consistent with this dis- 
tribution of potential. 

Any number of solutions of this latter problem may be obtained 
by taking, instead of the electrified bodies of the original distribution, 
any set of eqnipotential surfaces surrounding them, and supposing 
these surfaces to be the surfaces of conductors, the charge of each 
conductor being equal to the sum of the charges of all the bodies 
of the original distribution which it encloses. 

Every electrical problem of which we know the solution has been 
constructed by an inverse process of this kind. It is therefore of 
great importance to the electrician that be should know what results 
have been obtained in this way, since the only method by which he 
can expect to solve a new problem is by reducing it to one of the 
cases in which a similar problem haa been constructed by the 
inverse process. 

This historical knowledge of results can be turned to account in 
two ways. If we are required to devise an instrument for making 
electrical measurements with the greatest accuracy, we may select 
those forms for the electrified surfaces which correspond to cases of 
which we know the accurate solution. If, on the other hand, we 
are required to estimate what will be the electrification of bodies 
whose forms are given, we may begin with some case in which 
one of the equipotential aurl'aces takes a form somewhat resem- 
bling the given form, and then by a tentative method we may 
modify the jjroblem till it more nearly corresponds to the given 
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case. This method is evidently very imperfect, considered from & 
mathematical point of view, but it is the only one we have, and if 
we ai-e not allowed to choose our conditions, we can make only an 
approximate calculation of the electrification. It appears, therefore, 
that what we want is a knowledge of the forms of equipotential 
surfaces and lines of induction in as many difierent cases as we can 
collect together and remember. In certain classes of cases, such 
as those relating to spheres, we may proceed by mathematical 
methods. In other cases we cannot afford to despise the humbler 
method of actually drawing tentative figures on paper, and select- 
ing that which appears least unlike the figure we require. 

This latter method, I think, may be of some use, even in cases 
in which the exact solution has been obtained, for I find that an j 
eye knowledge of the forms of the equipotential surfaces often leads ' 
to a right selection of a mathematical method of solution. 

I have therefore drawn several diagrams of systems of equipo- 
tential surfaces and lines of force, so that the student may make 
himself familiar with the forms of the lines. 

93.] In the first plate at the end of this volume we have the I 
equipotential surfaces surrounding two points electrified with quan- I 
tities of electricity of the same kind and in the ratio of 20 to 5. 

Here each point ie surrounded by a system of equipotential 
surfaces which become more nearly spheres as they become smalleii 
but none of them are accurately spheres. If two of these surfaces, 
one surrounding each sphere, be taken to represent the surfaces 
of two conducting bodies, nearly but not quite spherical, and if i 
these bodies be charged with the same kind of electricity, the ' 
charges being as 4 to 1, then the diagram will represent the 
equipotential surfaces, provided we expunge all those which are ' 
drawn inside the two bodies. It appears from the diagram that 
the action between the bodies will be the same as that between 
two points having the same charges, these points being not exactly 
in the middle of the axis of each body, but somewhat more remote 
than the middle point from the other body, I 

The same diagram enables us to see what will be the distribu- 
tion of electricity on one of the oval figures, larger at one end 
than the other, which surround both centres. Such a body, if elec- 
trified with a charge 25 and iree from external influence, will 
have the surface- density greatest at the small end, less at the large j 
end, and least in a circle somewhat nearer the smaller than the 
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There is one equi potential surface, indicated by a dotted line,, 
which consists of two lol:>es meeting at the conical point P. That 
point is a point of equilibrium, and the Burface-density on a body 
of the form of this surface would be zero at this point. 

The lines of force in this case form two distinct systems, divided 
from one another by a surface of the sixth degree, indicated by a 
dotted line, passing through the point of equilibrium, and some- 
what reBcmbling one sheet of the hyperboloid of two sheets. 

This diagram may also be taken to represent the lines of force 
and eqnipotential surfaces belonging to two spheres of gravitating 
matter whose masses are as 4 to 1. 

94.] In the second Plate we have again two points whose charges 
are as 4 to 1, bnt the one positive and the other negative. In this 
case one of the eqnipotential surfaces, that, namely, corresponding 
to potential zero, is a sphere. It is marked in the diagram by the 
dotted circle Q. The importance of this spherical snrface will be 
seen when we come to the theory of Electrical Images. 

We may see from this diagram that if two round bodies are 
charged with opposite kinds of electricity they will attract each 
other as much aa two points having the same charges but placed 
somewhat nearer together than the middle points of the round 
bodies. 

Here, again, one of the equipotential surfaces, indicated by a 
dotted line, has two lobes, an inner one snrrounding the point 
whose charge is 5 and an outer one surrounding both bodies, the 
two lobes meeting in a conical point P which is a point of equili- 
brium. 

If the surface of a conductor is of the form of the outer loba, a 
roundish body having, like an apple, a conical dimple at one end of 
its axis, then, if this conductor be electrified, we shall be able to 
determine the superficial density at any point. That at the bottom 
of the dimple will be zero. 

Snrrounding this surface we have others having a rounded 
dimple which flattens and finally disappears in the eqnipotential 
surface pacing through the point marked HI. 

The lines of force in this diagram form two systems divided by a 
surface which passes through the point of equilibrium. 

If we consider points on the axis on the further side of the point 
B, we find that the resultant force diminishes to the double point P, 
where it vanishes. It then changes sign, and reaches a maximum 
a6 Jf, after which it continually diminishes. 
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This maximum, however, is only a maximum relatively to other 
points on the axis, for if we draw a surface perpendicular to the 
aiiH, M is a point of minimum force relatively to neighbouring 
points on that surface. 

95.] Plate III represents the equipotential surfaces and lines 
of force due to an electrified point whose charge is 10 placed at 
A, and suiTounded by a field of force, which, before the intro- 
duction of the eleetnfied point, was uniform in direction and 
magnitude at every part. In this case, those lines of force which 
belong to A are contained within a surface of revolution which 
has an asymptotic cylinder, having its axis parallel to the un- 
disturbed lines of force. 

The equipotential surfaces have each of them an asymptotic 
plane. One of them, indicated by a dotted line, has a conical 
point and a lobe surrounding the point J, Those below this surface 
have one sheet with a depression near the axis. Those above have 
a closed portaon surrounding A and a separate sheet with a slight 
depression near the axis. 

If we take one of the surfaces below A as the surface of a con- 
ductor, and another a long way below A as the surface of another 
conductor at a different potential, the system of lines and surfaces 
between the two conductors will indicate the distribution of electric 
force. If the lower conductor is very far from A its surface will 
be very nearly plane, so that we have here the solution of the 
distribution of electricity on two surfaces, both of them nearly 
plane and parallel to each other, except that the upper one has 
a protuberance near its middle point, which is more or lesa pro- 
minent according to the particular equipotential lino we choose for 
the surface. 

96.] Plate IV represents the equipotential surfaces and lines 
of force due to three electrified points A, B and C, the charge of A 
being 1 5 units of positive electricity, that of 5 1 2 units of negative 
electricity, and that of C 20 units of positive electricity. These 
points are placed in one straight line, so that 

AB= 9, BC= 16, AC= 25. 

In this case, the surface for which the potential is unity consists 
of two spheres whose centres are A and C and their radii 1 5 and 20. 
These spheres intersect in the circle which cuts the plane of the 
paper in J) and jy, so that B is the centre of this circle and its 
radius is 1 2. This circle is an example of a line of equilibrium, for 
the resultant force vanishes at every point of this U&%.. 



LINES OF INDUCTION. 

If we suppose the sphere whose centre is ^i to be a conductor 
with a charge of 3 units of positive electricity, and placed under 
the influence of 20 units of positive electricity at C, the state of 
the case will be represented by the diagram if we leave out all the 
lines within the sphere A. The part of this spherical euriace within 
the small circle DI/ will be negatively electrified by the influence 
of C. All the rest of the sphere will be positively electrified, and 
the BDiftll circle 1)1/ itself will be a line of no electrification. 

We may also consider the diagram to represent the electrification 
of the sphere whose centre is C, charged with 8 units of positive 
electricity, and influenced by 1 5 units of positive electricity placed 
at^ 

The diagram may also be taken to represent the case of a 
conductor whose surface consists of the larger segments of the 
two spheres meeting in DD', charged with 23 units of positive 
electricity. 

97.] I am anxious that these diagrams should be studied as 
illustrations of the language of Faraday in speaking of 'lines of 
force,' the ' forces of an electrified body,' &c. 

In strict mathematical language the word Force is used to signify 
the supposed cause of the tendency which a material body is found 
to have towards alteration in ite state of rest or motion. It is 
indifferent whether we speak of this observed tendency or of its 
immediate cause, since the cause is simply inferred from the efiect, 
and has no other evidence to support it. 

Since, however, we are ourselves in the practice of directing the 
motion of our own bodies, and of moviog other things in this way, 
we have acquired a copious store of remembered sensations relating 
to these actions, and therefore our ideas of force are connected in 
our minds with ideas of conscious power, of exertion, and of fatigue, 
and of overcoming or yielding to pressure. These ideas, which give 
a colouring and vividness to the purely abstract idea of force, do 
not in mathematically trained minds lead to any practical error. 

But in the vulgar language of the time when dynamical science 
was unknown, all the words relating to exertion, such as force, 
energy, power, &c., were confounded with each other, though some 
of the schoolmen endeavoured to introduce a greater precision into 
their language. 

The cultivation and popularization of correct dynamical ideas 
since the time of Galileo and Newton have effected an immense 
change in the language ani ideas of common life, but it is on] 
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witliin recent times, and in consequence of the increasing im- 
portance of machinery, that the ideas of force, energy and power 
have become accurately distinguished from each other. Very few, 
however, even of scientific men, are careful to observe these dis- 
tinctions ; hence we often hear of the force of a cannon-ball when 
either its energy or its momentum is meant, and of the force of an 
electrified body when the quantity of its electrification is meant. 

Now the quantity of electricity in a body is measured, according 
to Faraday's ideaa, by the number of linea of force, or rather of 
induction, which proceed from it. These lines of force must all 
terminate somewhere, either on bodies in the neighbourhood, or on 
the walls and roof of the room, or on the earth, or on the heavenly 
bodies, and wherever they terminate there is a quantity of elec- 
tricity exactly equal and opposite to that on the part of the body 
from which they proceeded. By examining the diagrams this will 
be seen to be the case. There is therefore no contradiction between 
Faraday's views and the mathematical result of the old theory, 
bat, on the contrary, the idea of lines of force throws great light 
on these results, and seems to afibrd the means of rising by a con- 
tinuous process from the somewhat rigid conceptions of the oil 
theory to notions which may be capable of greater expansion, so 
as to provide room for the increase of our knowledge by farther 



98.] These diagrams are conatmcted in the following manner : — 
First, take the case of a single centre of force, a small electrified 

body with a charge E. The potential at a distance r is V = -; 

E 
hence, if we make r = ■= > we shall find r, the radios of the sphere 

for which the potential is F, If we now give to F the values 
1, 2, 3, &e., and draw the corresponding spheres, we shall obtain 
a series of equipotential surfaces, the potentials corresponding to 
which are measured by the natural numbers. The sections of these 
spheres by a plane passing through their common centre will be 
circles, which we may mark with the number denoting the potential 
of each. These are indicated by the dotted circles on the right 
hand of Fig. 21. 

If there be another centre of force, we may in the same way draw 
the equipotential surfaces belonging to it, and if we now wish to 
find the form of the equipotential surfaces due to both centres 
together, we must remember that if J'\ be the potential due to one 
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centre, and V^ ttat due to the other, the potential due to both will be 
^j + T'.^= V. Hence, since at every intersection of the equijiotentiat 
Burfaces belonging to the two series we know both V^ and V.^, we 
also know the value of V. If therefore we draw a surface which 
passes through all those intersections for which the value of V'\s 
the same, this surface will coincide with a true equipotentiaJ surface 
at all these intersections, and if the original Byetcms of surfaces 
be drawn sufficiently close, the new surface may be drawn with 
any required degree of accuracy. The cqnipotential surfaces due to 
two points whose charges are equal and opposite are represented by 
the continuous lines on the right hand side of Fig. 21. 

This method may be applied to the drawing of any system of 
equipotential surfaces when the potential is the sum of two po- 
tentials, for which we have already drawn the equipotential surfaces. 

The lines of force due to a single centre of force are straight 
lines radiating from that centre. If we wish to indicate by these 
lines the intensity as well as the direction of the force at any point, 
we must di'aw them so that they mark out on the equipotential 
sui-faces portions over which the surface-integral of induction has 
definite values. The beat way of doing this is to suppose our 
plane figure to be the section of a figure in space formed by the 
1 ti n f the plane figure about an axis passing through the 

nt f f ce. Any sfci-aight line radiating from the centime and 
m L ng an angle with the axis will then trace out a cone, 
and th f ce-integral of the induction through that part of any 

urf h h is cut ofi" by this cone on the side next the positive 

direction of the axis, is 2 7r^(l— cosfl). 

If we further suppose this surface to be bounded by its inter- 
section with two planes passing through the axis, and inclined at 
the angle whose arc is equal to half the radius, then the induction 
thi'ough the surface so bounded is 

l'(l— eos9) = 2*, say; 



and i 



-('-9- 



If we now give to * a aeries of values 1, 2, 3 ...E, we shall find 
a corresponding series of values of 0, and if E be an integer, the 
number of corresponding lines of force, including the axis, will be 
equal to E. 

We bave therefore a method of drawing lines of force so that 
the charge of any centre is indicated by the number of lines which 

'verge to it, and the induction through any snrface cut oQ'in the 



Fig. 21. 
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way described is measured by the number of lines of force which 
pass through it. The dotted straight Unes on the left hand side 
of Fig. 21 represent the lines of force due to each of two electrified 
points whose charges are 1 and — 1 respectively. 

If there are two centres of force on the axis of the figure we ' 
may draw the lines oF force for each axis corresponding to values 
of ^j and 'i'^' ^^^ then, by drawing hnea throngh the consecutive 
intersections of these lines, for which the value of +^ + "^^ is the 
same, we may find the lines of force due to both centres, and in 
the same way we may combine any two systems of lines of force 
which are symmetrically situated about the same axis. The con- 
tinuous curves on the left hand side of Fig, 21 represent the lines 
of force due to the electrified points acting at once. 

After the equipotential enrfeces and lines of force have been I 
constructed by this method, the accuracy of the drawing may be I 
tested by observing whether the two systems of lines are every- 
where orthogonal, and whether the distance between consecutive 
equipotential surfaces is to the distance between consecutive lines 
of force as half the distance from the axis is to the assnmad nnit of 
length. 

In the case of any such system of finite dimensions the line of ' 
force whose index number is ^ has an asymptote which passed 
through the centre of gravity of the system, and is inclined to the 

where E is tlie total 



J cosine is 1 - 



£ 



electrification of the system, provided * is leas than S. Lines of 
force whose index is greater than E are finite lines. 

The lines of force corresponding to a field of uniform force parallel 
to the axis are Hnes parallel to the axis, the distances &om the 
axis being the square roots of an arithmetical series. 




CHAPTER Til. 

THEOBY OF ELECTEICAL IMAGES. 



99,] Thb calenlation of the distribution of electrification on the 
Burface of a conductor when electrified bodies are placed near it is in 
general an operation beyond the powers of existing mathematical 

methods. 

"When the conductor is a ephere, and when the distribution of 
electricity on external bodies is given, a solution, depending on 
an infinite series was obtained by Poisson, This solution agrees 
with that which was afterwards given in a far simpler form by 
Sir W. Thomson, and which is the foundation of his method of 
Electric Images. 

By this method he baa solved problems in electricity which 
have never been attempted by any other method, and which, even 
after the solution has been pointed out, no other method seems 
capable of attacking. This method has the great advantage of 
being intelligibte by the aid of the most elementary mathematical 
reasoning, especially when it is considered in connection with the 
diagrams of equi potential surfaces described in Arts. 93-96. 

100.] The idea of an image is most easily acquired by considering 
the optical phenomena on account of which the term image was 
first introduced into science. 

We are accuBtomcd to make use of the visual impresaiona we 
receive through our eyes in order t-o ascertain the positions of 
distant objects. We are doing this all day long in a manner 
sufficiently accurate for ordinary purposes. Surveyors and astro- 
nomers by means of artificial instruments and mathematical de- 
ductions do the same thing with greater esactness. In whatever 
way, however, we make our deductions, we find that they are 
consistent with the hypothesis that an object exists in a certain 
position in space, from which it emits light which travels to our a 
fa? or to our instruments in straight lines. 
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But if we stand in front of a plane mirror and make observations 
on the apparent direction of the olijeets reflected therein, we find 
that these obeervalionB are consistent with the hypothesis that 
there is no mirror, but that certain objects exjst in the region 
beyond the plane of the mirror. These hypothetical objects are 
geometrically related to certain real objects in front of the plane of 
the mirror, and they are called the imager of these objects. 

We are not provided vfith a special sense for enabling us to 
nseertain the presence and the position of distant bodies by means 
of their electrical effects, but we have instrumental methods by 
which the distribution of potential and of electric force in any part 
of the field may be ascertained, and from these data we obtain a 
certoin amount of evidence as to the position and electrification of 
the distant body. 

If an astronomer, for instance, could ascertain the direction and 
magnitude of the force of gravitation at any desired point in the 
heavenly spaces, he could deduce the positions and masses of the 
bodies to which the force is due. When Adams and Leverrier 
discovered the hitherto unknown planet Neptune, they did so by 
ascertaining the direction and magnitude of the gravitating force 
dne to the unseen planet at certain points of space. In the elec- 
trical problem we employed an electrified pith hall, which we 
moved about in the field at pleasure. The astronomers employed 
for a similar purpose the planet Uranus, over which, indeed, they 
had no control, but which moved of itself into such positions that 
the alterations of the elements of its orbit served to indicate the 
position of the unknown disturbing planet. 

101.] In one of the electrified systems which we have already 
investigated, that of a spherical conductor A within a concentric 
spherical conducting vessel B, we have one of the simplest cases of 
the principle of electric images. 

The electric field is in this case the region which lies between 
the two concentric spherical surfaces. The electric force at any 
point P within this region is in the direction of the radius OV 
and numerically .equal t« the charge of the inner sphere, A, divided 
by the square of the distance, OP, of the jjoint from the common 
centre. It is evident, therefore, that the force within this n-gion 
will be the same if we substitute for the electrified spherical anr- 
facee, A and B, any other two concentric spherical suriaces, C and 
D, one of them, C. lying within the smaller sphere, A, and the 
other, D, lying outside of B, the charge of G being e^uaL to til^ai;. 
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Fig. 22. 



of A in the former case. The electric phenomena in the region 
between A and B are therefore the same as Iwfore, the only differ- 
ence between the casea is that in the region between A and C and 
also in the region between B and 1) we now find electric forces 
acting according to the same law 
as in the region between A and 
5, whereas when the region was 
bounded by the conducting sur- 
faces A and B there was no elec- 
trical force whatever in the regions 
beyond these surfaces. We may 
even, for mathematical purposes, 
suppose the inner sphere C to be 
reduced to a physical point at 0, 
and the outer sphere B \a expand 
to an infinite size, and thus we 
assimilate the electric action in 
the region between A and B to that due to an electrified point at 
placed in an infinite region. 

It appears, therefore, that when a spherical surface is uniformly 
electrified, the electric phenomena in the region outside the sphere 
are exactly the same as if the spherical surface had been removed, 
and a very small body placed at the centre of the sphere, having 
the same electric charge as the sphere. 

This is a simple instance in which the phenomena in a certain 
region are consistent with a false hypothesis as to what exists 
beyond that region. The action of a uniformly electrified spherical 
surface in the region outside that surface is such that the phenomena 
may be attributed to an imaginary electrified point at the centre of 
the sphere. 

The potential, i/*, of a sphere of radius u, placed in infinite space 

and charged with a quantity e of electricity, is - . Hence if ^ is 

the potential of the sphere, the imaginary charge at its centre 
is -^a. 

102.] Now let us calculate the potential at a point P (Kg. 23.) 
in a spherical surface whose centre is C and radius CP, due to two 
electrified points A and B in the same radius produced, and such 
that the product of their distances from the centre is equal to the 
square of the radius. Points thus related to one another are called 
d»^erse poiDta with respect to the sphere. 



I02.] 



IMAGE OF A POINT. 



Let a = CP be tlie radius of the sphere. Let CA = ma, then VI! 

will be — ■ 
m 

Also the triangle APC is similar to FOB, and 

AP-.PB-.-.MJ-.PC, 

or iP = mBP. See EucUd vi. prop. E. 

Now let a charge of electricity eqoal to e be placed at A and & , 

charge /= of the opposite kind be placed at B. The poten- 
tial due io these charges at P will be 



AP 



■aBP 



mBP 




Fig. 23 



or the potential dne to the charges at A and B at any point P of the 
spherical surface is zero. 

We may now suppose the spherical 
surface to be a thin shell of metal. 
Its potential is already zero at every 
point, so that if we connect it by a 
fine wire with the earth there will 
be no alteration of its potential, 
and therefore the potential at every 
point, whether within or without 
the surface, will remain unaltered, and will be that due to the two | 
electrified points A and B. 

If we now keep the metallic shell in connection with the earth 
and remove the electrified point B, the potential at every jxiint I 
within the sphere will become zero, but outside it will remain as j 
before. For the surface of the sphere still remains of the same ] 
potential, and no change has been made in the distribution of j 
electrified bodies in the region outside the sphere. 

Hence, if an electrified point A be placed outside a spherical con— 1 
dnctor which is at potential zero, the electrical action at all points T 
outside the sphere will be equivalent to that due to the point A I 
together with another point, B^ within the sphere, which is the * 
inverse point to A, and whose charge is to that of .li as — 1 is to »i. 
The point B with its imaginary charge is called the electric image of J. 

In the same way by removing A and retaioing B,"«'a"vfiiari ■&ia.-N 
G % 



r 
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that if au electriGed point B be placed inside a hollow condnctor 
having its inner suiface spherical, the electrical action within the 
hollow ia equivalent to that of the point B, together with an 
imaginary point. A, outside the sphere, whose charge is to that 
nf 5 as m is to —1. 

If the sphere, instead of being in connection with the earth, and 
therefore at potential zero, ia at potential i/f, the electrical effects 
outside the sphere will be the same as if, in addition to the image 
of the electrified point, another imaginaiy charge equal to ^o were 
placed at the centre of the sphere. 

Within the sphere the potential will simply be increased by i/r. 

103.] As an example of the method of electric images let us 
calculate the electric state of two spheres whose radii are a and h 
respectively, and whose potentials are P^ and F^, the distance be- 
tween their centres being c. We shall suppose i to be small com- 
[jared with c. 





Fig. 2i. 

We may consider the actual electrical effects at any point out- 
side the two spheres as due to a series of electric images. 

In the first place, since the potential of the sphere A is P„ we 
must place an image at the centre A with a charge aP^. 

Similarly at B, the centre of the other sphere, we most place a 
charge iPf 

Each of these images will have an image of the second order in 
the other sphere. The image of S in the sphere a will be at i>, 
where ^2 ^ 

AB= — , and the charge B = bPi,. 



The image of A in the sphere 



ill be at E, where 
i 



and the charge E = -^^t 



im-] 



Each of these will have 
% will be at F, where 

AF = 
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image of the third order. That of E 



, and F = 






~AE ~ c"- 
That of i) in S will be at G, where 

The images of the fourth order will be, 
of G in a at ^, where 



of -f in J? at /, where 



,nd ff= 



and / = 



We might go on with a seriee of images for ever, but if 5 is Bmall 
compared with f, the images will mpidly become smaller and may 
he neglected af^r the fourth order. 

If we now writo 



?.i = - " 



f» = 



.(=«- 



-f) 



the whole charge of the sphere a will be 

and that of the sphere I will be 

104.] Prom these results we may calculate the potentials of the 
two spheres when their charges are given, and if we neglect 
terms involving h^ we find 



^F^)i 



The electric energy of the system is 
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The repulsion, 'B, between the two spheres is measured by the.| 
rata at which the energy diminiahes as c increases ; therefore, 

In order that the force may be repulsive it is neeessaiy that tlml 
chai'ges of the spheres shonld be of the same sign, and 



E^ must be greater than "E^ 
Hence the force is always attractive, 
1. When either sphei 



:(.>-.-)" 



e is uninsulated ; 
. When either sphere has no chaise ; 
3. When the spheres are very nearly in contact, if their poten- ■' 
tials are different. 

When the potentials of the two spheres are equal the force is 
always repulsive. 

105.] To determine the electric force at any point just outside of 
the surface of a conducting sphere connected with the earth arising 
from the presence of an electrified point A outside the sphere. 

The electrical conditions at all points outside the sphere are equi- 
valent, as we have seen, to those due to the point A together with its 
image at B. If e is the charge of the point A (Fig. 23), the force 

due to it at -P is -rs^ ^" ^'^ direction £P, Eesolving this force in 

a direction parallel to AC&tiA. along the radius, its components are 



tion CP. The charge of the image of ^ at 5 is —6771 

CP 1 

force due to the image at P is e -^ ■ -^^ in the direction P5. 

solving this foree in the same direction as the other, its components 



and the 
Re- 



CA BP^ 

CP^ 



in the direction PC. 



CA.BP^ 

If a is the radius of the sphere and if CA =f = ma and AP 

then CB = — a and BP = — r ; and if e is the charge of the roint 

//, the chai^ of its image at .8 is e. 

The foree at P due to the charge e at ^ is -^ in the direction AP. 



H 



lOb.J DENSITY OF INDUCED CHARGE. 87 

Resolving this force in the direction of the radius and a direction 
parallel to AC, its components are 

—^ in the direction AC, and 



— ■ - in the direction CP. 

The force at P due to the image e ai 

'' m 

in the direction PB. Resolving this in the same directions as the 

other force, its components arc 

m BC 



e 2 ftp *"^ — j~ '^ *^^ direction PC. 

The components in tlift direction parallel to AG are equal but in 
opposite directions. The resultant force is therefore in the direc- 
tion of the radius, which confirms what we have already proved, 
that the sphere is an equipotential surface to which the resultant 
force is everywhere normal. The resultant force is therefore in the 

direction PC, and is equal to -^ {tt^— l) in the direction PC, that is 

to say, towards the centre of the sphere. 

Prom this we may a^ertain the surface density of the electrifica,- 
tion at any point of the sphere, for, by Coulomb's law, if cr is the 
surface density, 

4vtT = B, where R h the resultant force acting outwards. 

Hence, as the resultant force in this case acts inwards, the surface 
density is everywhere negative, and ia 

Hence the surface density is inversely as the cube of the distance 
from the inducing point A. 

106.] In the ease of the two epheree A and S (i'ig. 24), whose 
radii are a and i and potentials P^ and P^, the distance between 
their centres being c, we may determine the surface density at any 
point of the sphere A by considering it as due to the action of a 
charge aP„ at A, together with that due to the pairs of points B, 
J) and E, F &c., the successive pairs of images. 
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Putting r = PB, Ty = 

we find 



ir^ ^ ' Vie*— a*) (*■ c'—a^ ' f^) J 



-If* 

If we call B the inducing Ixidy and A the indaeed body, then we 
may consider the electrification induced on A as consisting of two 
parts, one depending on the potential of B and the other on its 
own potential. 

The part depending on P^ is called by Bome writers on electricity 
the induced electrification of the fir»t species. When A is not in- 
sulated it constitntea the whole electrification, and if Pj is positive 
it is negative over every part of the surface, but greatest in 
numerical nature at the point nearest to B. 

The jjart depending on P^ is called the induced eleetrificatioa of 
Ik-e- second species. It can only exist when A is insulated, and it 
is e\'erywhere of the same sign aa P^. l^ A is insulated and with- 
out charge, then the induced electrification a of the first and second 
species must he equal and opposite. The surface-density is negative 
on the side next to B and positive on the side furthest from B, hut 
though the total quantities of positive and negative electrification 
are equal, the negative electrification is more concentrated than the 
positive, eo that the neutral line which separates the positive from 
the negative electrification is not the equator of the sphere, bat lies 
nearer to B. 

The condition that there shall be both positive and negative elec- 
trification on the sphere is that the value of (t at the points nearest 
to -B and farthest from B shall have opposite signs. If a and li are 
small compared with e, we may neglect all the terms of the co- 
efficients of Pa and Pf, after the first. The values of r lie between 

r+a and c-a. Hence, if P. is between P, \^^^ and P^ ^M^r < 

there will be both positive and negative electrification on A, divided 
by a neutral line, but if P^ is hej'ond these limits, the electrification 
of every part of the surface will be of one kind ; negative if P^ is 
below the lower limit, and positive if it is above the higher limit. 
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ON ELECTROSTATIC CAPACITY. 



107,] The capacity of a eondnctor is measured by the charge of 1 
electricity which will raise its potential to the value unity, the * 
potential of all other conductors in the field being kept at zero. 
The capacity of a conductor depends not only on its own form and 
size, but on the form and position of the other conductors in the 
field. The nearer the uninsulated conductors are placed the greater 
is the capacity of the charged conductor. 

An apparatus consisting of two insnlated conductors, each pre- 
senting a large surface to the other with a small distance between 
them, is called a condenser, because a small electromotive force is 
able to charge snch an apparatus with a large quantity of elec- 
tricity. 

The simplest form of condenser, that to which the name is most 
commonly applied, consists of two disks placed parallel to each 
other, the medium between them being air. When one of these 
disks is connected to the zinc and the other to the copper electrode 
of a voltaic battery, the disks become charged with negative and 
positive electricity respectively, and the amount of the charge is 
the greater the nearer the disks are placed to each other, being 
approximately inversely as the distance between them. Hence by 
bringing the disks very close to each other, connecting them with 
the electrodes of the battery and then disconnecting them from the 
battery, we have two large charges of opposite kinds insulated on 
the disks. If we now remove one' of the disks from the other we 
do work against the electric attraction which draws them together, 
and we may thus increase the energy of the system so much that, 
though the original electromotive force was only that of a single I 
voltaic cell, either of the disks when ae^oisAfti. Ida's ^ ■cwsk^'wi •« 
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hig'h a potential that the gold leaver of an electrometer connected 
with it are deflected. 

It waa in this way that Volta demon sti'ated that the electrifica- 
tion due to a voltaic cell is of the same kind as that due to friction, 
the copper electrode being- positive with respect to the zinc elec- 
trode. In this condenser the capacity of each disk depends prin- 
cipally on the distance between it and the other disk, but it also 
depends in a smaller degree on the natoi'e of the electric field at 
the back of the disk. 

There are other forms of condensers, however, in which one of 
the condnctors is almost or altogether surrounded by the other. 
In this case the capacity of the inner conductor is almost or alto- 
gether independent of everything but the outer conductor. This is 
the case in the Leyden jar, and in a cable with a copper core sur- 
rounded by an insulator the outside of which is protected by a 
sheathing of iron wires. 

108.] But in most cases the charge of each conductor dependn 
not only on the difference between its potential and that of the 
other conductor, but also in part on the difference between its 
potential and that of some other body, such as the earth, or the 
walls of the room where the experiment is made. The charges of 
the two conductors may, therefore, in the simpler cases be written 

q = K{p-,)+HP, (1) 

q = K{p-r) + l,J. (2) 

where P and p are the potentials, that of the walls of the room 
being zero, Q and q the charges of the two conductors respectively, 
K is the capacity of the condenser in so far as it depends on the 
mutual relation of the two conductoi-s, and H and A represent those 
parts of the capacity of each conductor which depend on their rela- 
tion to external objects, such as the walls of the room. 

If we connect the second conductor with the earth we make p 
zero while Q remains the same, and we get for the new values of 
P, Q, and q, 

^• = -^-iTtf^' Qi = (*+S)A, g, = -£Pi (3) 

If we now insulate the second conductor and connect the first 
with the earth w6 make P zero, and 
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If we again nsulate the firat conductor and put the second to 
earth, 

P, = -j^t,. e. = {A: + 7/)P„ t, = -KF, (5) 

From this it appears that if we connect first the one and then 
the other conductor with the earth the values of the potentials and 



unity. 
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109.] Let us suppose the condensers to be Leyden jars having , 
an inner and an outer coating. 

Let the inner coating of the iiist jar and the outer coating of 
the second be connected with a source of electricity and brought to 
the potential P, while the outer coating of the first and the inner 
coating of the second are connected with the earth. 

Then if ^j and (J^, are the charges of the inner coatings of the 
twojars, Qi = (A'i + //j)P, Q, = - A", P (7) 

Now let the outer coatings of both jars be connected with the 
earth, and let the inner coatings be connected with each other. 
Required the common potential of the inner coatings. 



Hence we have 



/! = 



p(=Pi=r .* (9) 

and we have to find P', 

Equation (8) becomes, in virtue of (9}, 

(A-i + J?, - iC) P = (r, + ir, + X, + //,) K 
If A'j + iZj = K„ the discharge is complete. 

110.] The following method, by which the esistence of a deter- 
minate relation between the capacities of four condenacrs may be 
verified, baa been employed by Sir W. Thomson.* It corresponds 
in electrostatics to Wheatstone's Bridge in current electricity. 

In iHg. 25 the condensers arc represented as Leyden jars. Two 
of these, P and Q, are placed with their external coatings in contact 
with an insulating tstand p ; the other two, H and 5, have their 

* OibMn and BmoW. 
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external coatings connected to the earth. The inner coatings of P 
and It are iHrmanently connected ; so are those of Q and S. 
performing tlie experiment the interaal coatings of P and R are 
first charged to a poteatialj J, while those of Q and S are chnrg< 




to a different potential, C. During this process the stand ^ is 
connected to the earth. The stand /3 is then diaconneeted from the 
earth and connected to one electrode of an electrometer, the other 




Fig. 26. 

electrode being connected to eai-th. Since (3 is already reduced to 
potential zero by connection vdth the earth, there will be no dis- 
turbance of the electrometer unless there is leakage in eome of the 
jars. We shall assume, however, that there is no leakage, and 
tlta6 the electrometer remains at zero. 



III.] 
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The inner cofltings of the four jars are now made to communicate 
with each other by dropping^ the Email insalated wire w so as to 
fall on the two hooks connected with a and y. Since the jiotentiala 
of a and y are different a discharge will occur, and the potential of 
.^ will in general be affected, and this will be indicated by the 
electrometer. If, however, there is a certain relation among the 
capacities of the .jars the potential of ^ wilt remain zero. 

111.] Let us ascertain what this relation must be. In Fig-. 26 
the same electrical arrangement is represented under a simpler 
form, in which the condensers consist each of a pair of disks. 
Under this form the analogy with Wheatstone's Bridge becomes 
apparent to the eye. We have to consider the potentials and 
charges of four conductors. The first consists of the inner coatings 
of P and S, together with the connecting wire. We shall call this 
conductor a, its charge a, and its potential -i The second consiata 
of the outer coatings of P and Q, together with the inaulating stand 
fi. We shall call this conductor j3, its charge b, and its potential 
Ji. The third consists of the inner coatings of Q and S and the 
connecting wire y. We shall call this y, its charge c, and its 
potential C. The fourth consists of the outer coatings of E and 8 
and of the earth with which they are kept connected. "We might 
use the letters B, d, and D with reference to this conductor, hut as 
its potential is always zero and its charge equal and opposite to 
that of the other conductors we shall not require to consider it. 

The charge of any one of the conductors depends on its own 
potential together with the potentials of the two adjacent con- 
ductors, and also, but in a very slight degree, on that of the oppo- 
site conductor. 

Let the coefficients of induction between the different pairs of 
the four conductors be as in the following scheme, — 



I 




Fig. 27. 

in which f and ij are very small compared with P, Q, R, and S. 
The coefficient of capacity of any one of the conductors will exceed. 
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the sum of ita three coefficients of induction by a quantity which 
will he amal! if tte capacity of the knohs of the jars and their 
connecting wires are small compared with the whole capacitiee of 
the jara. Let us denote this excess hy the Bymhols a, (3, y, 8, which 
belong to the conductors. The capacities therefore will be, 

Q + S+y + T], 

2i+S+b + $, 
and the charges will therefore be, 
for Q, a = [p + n+a + i]) A-PS-ED-,,C, 

{otH, i={P+q + ^ + ^)B-PA-qc-^i}, 

fory, c={q + S+y+7i)C-qB-Sl}—r,A, 

forS, d = {R+S-^l + OD-EA-SC-^B. 

In the fii'st part of the experiment the potentials of a and y ai 
A and C respectively, while those of ^ and 3 are zero. Hence, % 
first, a = {P-\-R + aJri,)A~yiC, 

b= -PA-qc, 

■ c^{q + S-\-y\-ri)C—qA. 
We need not determine the chargfe of 8. 

Now let a communication be made between a and y, and let ns 
denote the charts and potentials of the conductors after the dis- 
charge by accented letters. The potentials of a and y will become 
equal ; let us call their common potential y, then 

The sum of their charges remains the s 



The charge of ^ remains the same as before, or 
h'=b, 

but its potential is no longer zero, but B", and we have to deter- 
mine the value of IB" in terms of A and C by eliminating the other 
quantities entering into the equations. 

After discharge, 

e'=={q + S+y)ll~qS'. 
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Hence, the equation a'+c'= a + c becomes 
{P + E+Q + 8+a + y)y-{P+Q)£'=(P + R + a)A + {Q + 8+y)C, 
and b'zsb becomes 

(P+Q+P+^)B'-{P+Q)y=-PA-QC. 
Eliminating y from these equations, we find 
£'{(P+Q){M + 8) + {P+(^){a + 0+y+$) + iE + S+a + y){fi + $)} 

= {Q{E + a)-P{8+y)\{A-C). 

If, therefore, the electrometer is not disturbed by the discharge, 

^= 0, and 

P:Q::Ji + a:S+y. 





112.] Let A and £ be two metal bodies connected respectively 
with the inner and outer coatings of a Leyden jar, the inner 
coating of the jar being" positive, so that the 
potential of A is higher than that of B. 

Let C be a gilt pith ball suspended by a silk 
thread. If C is brought into contact with A and 
B alternately, it will receive a small charge of 
positive electricity from A every time it touches 
it, and will communicate positive electricity to B 
when it touches B, 

There will thus bo a transference of positive 
electricity from A to S along the path travelled 
over by the pith ball, and this is what ocears 
in every electric current, namely, the passage of electricity along a 
definite direction. During the motion of the pith ball from A to 
Ji it is charged positively, and the electric force between A and 
B tends to move it in the direction from A to B. After touching 
B, it becomes charged negatively, so that the electric forae, during 
its return journey, acts from B to A. Hence the ball is acted 
on by the electric force always in the direction in which it is 
moving at the time, so that if it is properly suspended the electric 
force will not only keep up the backward and forward motion, but 
will communicate to the moving ball an amount of energy which it 
will expend in a series of rattling blows against the balls A and S. 
The current of positive electricity from ^ to 5 is thus kept up by 
means of the electromotive force from A to B. 

113.] The phenomenon we have been describing may be called 
a current of Convection. The motion of the electrification takes 
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place in virtue of the motion of the electrified body which conveys 
or carries the electricity as it moves from one place to another. 
But if, instead of the pith ball, we take a metal wire carried 
by an insulating handle, and cause the two ends of the wire 
to touch A and B respectively, there will be a transference of 
electricity from ^ to .S along the wire, though the wire itself does 
not move. 

What takes pla<» in the wire is called a current of Condnction. 
The effects of the current of conduction on the electrical state of 
A and _B are of precisely the same kind as those of the current of 
convection. In both cases there is a transference of electrification 
fixim one place to another along a continuous path. 

In the case of the convection of the charge on the pith ball we 
may observe the actual motion of the ball, and therefore in this 
case we may distinguish between the act of carrying a positive 
charge from A to £ and that of carrying a negative charge from 
S to A, though the Electrical effects of these two operations are 
identical. We may also distinguish between the act of carrying a 
number of small charges from. 4 to .B in rapid succession and 
with great velocity, and the act of carrying a single great 
charge, equivalent to the sum of these charges, slowly from A to 
J9 in the time occupied by the whole series of journeys in the other 
case. 

But in the case of the current conduction through a wire we 
have no reason to suppose that the mode of transference of the 
charge resembles one of these methods rather than another. All 
that we know is that a chai'ge of so much electricity is conveyed 
from ji to -B in a certain time, but whether this is effected by 
carrying positive electricity from A to B, or by carrying negative 
electricity from B to A, or by a combination of both processes, is a 
question which we have no means of determining. We are equally 
unable to determine whether the ' velocity of electricity ' in the 
wire is great or smalL If there be a substance pervading bodies, 
the motion of which constitutes an electric current, then the excess 
of this substance in connexion with a body above a certain normal 
value constitutes the observed charge of that body, and is a 
quantity capable of measurement. But we have no means of 
estimating the normal charge itself. The only evidence we possess 
is deduced from experiments on the quantity of electricity evolved 
during the decomposition of one grain of an electrolyte, and this 
itity is enormous when compared wit\i w^^fl^&j^«^^^^^2j 
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charge whicli we can accumulate within the space occupied by the 
electrolyte. If, then, the nonnal charge of a portion of the wire 
the millionth of an inch in length is equal to the total charge 
transferred from A to S, the transference may be effected by the 
displacement of the electricity in the wire whose linear extent is 
only the millionth of an inch. 

It is therefore quite possible that the velocity of electricity m a 
telegraph wire may be exceedingly small, less, say, than the 
hundredth of an inch in an hour, though signals, that ia to say, 
changes in the state of the current, may be propagated along the 
wire many thousands of miles in a second. 

Since, therefore, we are ignorant of the true linear velocity of an 
electric current, we must measure the strength of the cui'rent by the 
quantity of electricity discharged through any section of the con- 
ductor in the unit of time, just as engineers measure the discharge 
of water and gas through pipes, not by the velocity of the water or 
gaa, but by the quantity which passes in a minute. 

114.] In many cases we have to consider the whole quantity of 
electricity which passes rather than, the rate at which it passes. 
This is especially the case when the current lasts only a very short 
time, or when the current is considered merely as a transition 
from one permanent state of the system to another. In these cases 
it is convenient to speak of the total current as the Electric 
Displacement, the word displacement indicating the final result 
of a motion without reference to the rate at which it takes place. 
The passage of a given quantity of electricity along a given path is 
called an Electric Discharge. 



Classification of bodies according to their relation to ike 
tran^erence of electricity. 

115.] For the sake of distinction we shall consider a portion of 
matter whose ends are formed by two equi potential surfaces having 
different potentials, and whose sides are formed by lines of electric 
current or displacement. 

The ends of the body are called its Electrodes, that at which 
electricity enters ia called the Anode, and that at which it leaves 
the body is called the Cathode. 

The excess of the potential of the anode over that of the cathode 
is called the External Electromotive Force. 

The Form of the body may vary from that of a long wire sax- 
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rounded by air or otber insulating matter to that of a thin eheet of 

the Bnbstance, the electricity passing through the thickness of the 
sheet. 

Bodies may be divided into three great claases according to the 
mode in wliich they are acted on by elect roniotive force, — Metals, 
Electrolytes, and Dielectrics, 



FiHST Class. — Metals, &c, 

116.] The Brst class includes all the metals, whether in the solid 
or liquid state, together with some other substances not regai'ded 
by chemists as metals. In these the smallest external electromotive 
force is capable of producing an electric current, and this current 
continues to flow as long as the electromotive force continues to 
act, without producing any change in the chemical properties of the 
Bul»tance. The strength of the permanent current is proportional 
to the electromotive force. The ratio of the numerical value of the 
electromotive force to that of the current is called the Resistance 
of the conductor. The same thing may be otherwise stated by 
saying that the flow of the cun-ent is opposed by an internal 
electromotive force, proportional to the strengf.h of the current, 
and to a quantity called the Resistance of the conductor, depending 
on its form and nature. When the strength of the ciurent is such 
that this internal electromotive force l>alances the external electro- 
motive force the current neither increases nor diminishes in strength. 
It is then said to be a steady current 

These relations were first established by Dr. G, S, Ohm, in a 
work published in 1827. They are expressed by the formula. 

Electromotive force = Current x Resistance, 
which is called Ohm's Law, 



Generation of Ileal li/ the current. 

117.] During the flow of a steady current through a conductoi 
of uniform material of the first class heat is generated in the 
conductor, but the substance of the conductor will not be affected 
in any way, for if the heat is allowed to escape as fast as it is 
generated, the temperature and every other physical condition of 
the conductor remains the same. 

The whole work done by the external electromotive force in 
J electricity through the body is theiftfota g 
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heat. The dj-namical equivalent of the heat generated is therefore 
equal to the electrical work spent, that ia, to the product of the 
electromotive force into the quantity of electricity transmitted by 
the current. 

Now, the electromotive force ib, by Ohm's law the product of 
the strength of the current into the resistance, and the quantity 
of electricity is, by the definition of a current, the product of the 
ourrent into the time during which it flows, so that we find, 
Heat generated measured in dynamical imits 

= Square of Cun'ent x Resistance x Time. 
This relation was first established by Dr. Joule, and is therefore 
called Joule's law. It was also established independently by Lenz. 



SucoND Class. — Electrolytes. 



118.] The second class of substances consists of compound bodiei 
generally in the liquid form, called Electrolytes. 

When an electric current passes through fused chloride of silver, 
which is an electrolyte, chlorine appears at the anode where the 
current enters, and silver at the cathode where the current leaves 
the electrolyte. The quantities of these two snbstances are such 
that if combined they would form chloride of silver. The com- 
jjoaition of those portions of the electrolyte which lie between the 
electrodes remains unaltered. Hence, if we fix our attention upon 
a portion of the electrolyte between two fixed planes perpendicular 
to the direction of the current, the quantity of silver or of chlorine 
which enters the pOrtion through one plane must be equal to the 
quantity which leaves it through the other plane. It follows from 
this that in every part of the electrolyte the silver is moving in the 
direction of the current, and the chlorine in the opposite direction. 

This operation, in which a compound body is decomposed by an 
electric current, is called Electrolysis, and the mode in which the 
current is transmitted is called Electrolytic Conduction. The 
compound body is called an Electrolyte, and the components into 
which it is separated are called lone. That which appears at the 
anode is called the Anion, and that which appears at the cathode ie 
called the Cation. 

The quantity of the substance which is decomposed is propor- 
tional to the total quantity of electricity which passes through it, 
and is independent of the time during which the electricity ie 
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pasBing^. The quantity corresponding to the passage of one unit 
of electricity is called the Electrochemical Equivalent of the sub- 
stance. Thus, when one unit of electricity is paesed through fused 
chloride of silver, one electrochemical equivalent of silver appears 
at the cathode and one electrochemical equivalent of chlorine at 
the anode, and one electrochemical equivalent of chloride of silver 
disappears. 

119.] The electrochemical equivalents of the same substance, as 
deduced from experiments on different electrolytes which contain 
it, are consistent with each other. Thus the electrochemical 
equivalent of chlorine is the same, whether we deduce it from 
experiments on chloride of silver, or from experiments on hydro- 
chloric acid, and that of silver is the same, whether we deduce 
it from experiments on chloride of silver, or from experiments on 
nitrate of silver. These laws of electrolysis were established by 
Faraday*. If they are strictly true the conduction of electricity 
through an electrolyte is always electrolytic conduction, that is to 
say, the electric current is always associated with a flow of the 
components of the electrolyte in opposite directions. 

Such a flow of the components necessarily involves their appear- 
ance in a separate form at the anode and the cathode. To effect 
this separation a certain electromotive force is required depending 
on the enei^y of combination of the electrolyte. Thus the electro- 
motive force of one of Daniell's cells is not sufficient to decompose 
dilute sulphuric acid. 

If, therefore, an electrolytic cell, consisting of a vessel of 
acidulated water, in which two platinum plates are placed as 
electrodes, is inserted in the circuit of a single Daniell's cell, along 
with a galvanometer to measure the current, it will be found that 
though there is a transient current at the instant the circuit is 
closed, this current rapidly diminishes in intensitj-, so as to become 
in a very short time too weak to be measured except by a very 
sensitive galvanometer. 

Neither oxj'gen nor hydrogen, the chemical components of water, 
appear in a gaseous form at the electrodes, but the electrodes them- 
selves acfjuire new properties, shewing that a chemical action has 
taken place at the surface of the pla,tinum plates. 

120.] If the Daniell's cell is taken out of the circuit, and the 

circuit again closed, the galvanometer indicates a current passing 

through the electrolytic cell in the opposite direction to the original 

* Eip. Eei., Heiica fu &a&. Vm. 
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current. Thia current rapidly diminishes in strength and soon 
vanishes, so that the whole quantity of electricity which is trans- 
mitted by it is never greater than that of the primitive current. 
This reverse current indicates that the platinum plates have ac- 
quired a difference of propertiea by being used as electrodes. They 
ttre said to be polarized. The cathode ia polarized positively and 
the anode negatively, so that an electromotive force is exerted in 
the circuit opposite to that of the Daniell's cell. This electromotive 
force, which is called the electromotive force of polarization, is the 
cause of the rapid diminution in the strength of the original current, 
and of its final cessation. 

A chemical examination of the platinum plates shews that a 
certain quantity of hydrogen has been deposited on the cathode. 
This hydrogen is not in the ordinary gaseous form, but adheres to 
the surface of the platinum so firmly that it is not easy to remove 
the last traces of it. 

121.] Faraday's law, that conduction takes place in electrolytes 
only by electrolysis, was long supposed not to be strictly true. 
In the experiment in which a single Danielle cell furnishes the 
electromotive force in a circuit containing an electrolyte and a 
galvanometer, it is found that the current soon becomes very feeble 
but never entirely vanishes, so that if the electromotive force is 
maint-ained long enough, a very considerable quantity of electricity 
may be passed through the electrolyte without any visible de- 
composition, 

Hence it was argued that electrolytes conduct electricity in two 
different ways, by electrolysis in a very conspicuous manner and 
also, but in a very slight degree, in the manner of metals, without 
decomposition. HelmhoUz has recently* shewn that the feeble 
permanent current can be explained in a different manner, and that 
we have no evidence that an electrolyte can conduct electricity 
without electrolysis, 

122.] In the case of platinum plates immersed in dilute sulphuric 
acid, if the liquid is carefully freed from all trace of oxygen or 
of hydrogen in solution, and if the surfaces of the platinum plates 
are also freed from adhering oxygen or hydrogen, the current con- 
tinues only till the platinum plates have become polarized and no 
permanent current can be detected, even by means of a sensitive 
galvanometer. When the experiment is mode without these pre- 
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caiitiona, there is generally a certain amount of oxygenor of hjdrog^n 
in Bolntion in the liquid, and Ihig, when it cornea in contact with- 
the hydrogen or the oxygen adhering to the platinum surface, 
combines slowly with it, as even the free gases do in jiresence 
of platinum. The polarization is thus diminished, and the electro- 
motive force is consequently enabled to keep up a permanent 
current, by what Helmholtz has called electrolytic convection. 
Besides this, it is probable that tJte molecular motion of the liquid 
may be able occasionally to dislodge molecules of oxygen or of 
hydrogen adhering to the platinum plates. These molecules when 
thus absorbed into the liquid will travel according to the ordinary 
laws of diffusion, for it is only when in chemical combination that 
their motions are governed by the electromotive force. They will 
therefore tend to diffuse themselves uniformly thi-ough the liquid, 
and will thus in time reach the opposite electrode, where, in contact 
with a platinum surface, they combine with and neutralize part of 
the other constituent adhering to that sorfaeeL In this way a 
constant circulation is kept up, each of the constituents travelling 
in one direction by electrolysis, and back again by diffusion, so that 
a permanent current may exist without any visible accumulation 
of the products of decomposition. We may therefore conclude that 
the supposed inaccuracy of Faraday's law has not yet been confirmed 
by experiment. 

123.] The verification of Ohm's law as applied to electrolytic 
conduction is attended with considerable difficulty, because the 
varying polarization of the electrodes introduces a variable electro- 
motive force, and renders it difficult to ascertain the true electro- 
motive force at any instant. By using electrodes in the form of 
plates, having an area large compared with the section of the 
electrolyte, and employing currents alternately in opposite direc- 
tions, the effect of polarization may be diminished relatively to 
that of true resistance. It appears from experiments conducted 
in this way that Ohm's law is true for electrolytes as well as 
for metals, that is to say, that the current is always proportional 
to the electromotive force, whatever be the amount of that force. 
The reason that the external resistance of an electrolyte appears 
greater for small than for large electromotive forces is that the 
external electromotive force between the metallic electrodes is not 
the true electromotive force acting on the electrolyte. There is, 
in general, a force of polaiization acting in the opposite direction 
t^^^Mternal electromoi ivo force, and it W otJ^ "Coa '^^'f*'^^^ 
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the external force alxive tlie force of polarization that really acta on ' 
the electrolyte. 

It appears, therefore, that the very Bmalieat electromotive force, 
if it really acts on the electrolyt«, is able to produce conduction by 
electrolysis. How, then, is this to be reconciled with the fact that 
in ordci- to produce complete decomposition a very considerable 
electromotive force is required ? 

124,] ClausiuH* has pointed out that on the old theory of 
electrolyeis, according to which the electromotive force was sup- 
posed to be the sole agent in tearing^ asunder the com]X)nontB 
of the molecules of the electrolyte, there ong'ht to be no decom- 
position and no current as long as the electromotive force is 
below a certain value, but that as soon as it has reached this 
valae a vigorous decomposition ought to commence, accompanied 
by a strong current. This, however, is by no means the caw, 
for the current is strictly proportional to the electromotive force for 
all values of that force. 

Clansius explains this in the following way : — 

According to the theory of molecular motion of which he has- 
himself been the chief founder, every molecule of the fluid is 
moving in an exceedingly irregular manner, being driven first 
one way and then another by the impacts of other molecules which 
are also in a state of agitation. 

This molecular agitation goes on at all times independently of 
the action of electromotive force. The diffusion of one fluid through 
another is brought about by this molecular agitation, which in- 
creases in velocity as the temperature rises. The agitation being 
exceedingly irregular, the encounters of the molecules take place 
with various degrees of violence, and it is probable that even at 
low temperatures some of the encounters are so violent that one 
or both of the compound molecules are split up into their con- 
stituents. Each of these constituent molecules then knocks about 
among the rest till it meets with another molecule of the opposite 
kind and unites with it to form a new molecule of the compoimd. 
In every compound, therefore, a certain proportion of the mole- 
cules at any instant are broken up into their constituent atoms. 
At high temperatures the proportion becomes so large as to 
produce the phenomenon of dissociation studied by M. St. Claire 
Deville f. 
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125.] Now Claosios supposes that it is on the constituent mole- 
cules in their intervals of freedom that the electromotive force acts, 
deflecting them slightly from the paths they would otherwise have 
followed, and causing the positive constituents to travel, on the 
whole, more in the positive than in the negative direction, and 
the negative constituents more in the negative direction than in 
the positive. The electromotive force, therefore, does not produce 
the disruptions and reunions of the molecules, but finding these 
disruptions and reunions already going on, it influences the motion 
of the constituents during their intervals of freedom. The amount 
of this influence is proportional to the electromotive force when the 
temperature is given. The higher the temperature, however, the 
greater the molecular agitation, and the more numerous are the free ■ 
constituents. Hence the condnctivitj of electrolytes increases ae J 
the temperature rises. 

This eflect of temperature is the opposite of that which takes 
place in metals, the resistance of which increases as the temperature 
rises. This diflerence of the effect of temperature is sometimes 
used as a test whether a conductor is of the metallic or the 
electrolytic kind. The best test, however, is the existence of 
polarization, for even when the quantity of the free ions is too 
small to be observed or measured, their presence may be indicated 
by the electromotive force which they excite. 

126.] KohlrauBch* finds that if the electromotive force is one 
volt per centimetre in length of the electrolyte, then if the electro- - 
lyte differs but slightly from pure water at IS'C the velocity of 
hydrogen is about 0-0029 centimetres per second, and that the 
actual force on a gramme of hydrogen in the solution required 
to make it move at the rate of one centimetre per second 
through the solution is equal to the weight of 330,000,000 kilo- 
grammes. 

The velocities of the components of unibasic acids and their salts 
were found by Kohlrauseh to be in the following proportion : — 

Table I. 



CIO, C,HjO, 



» A'aeAWciieB, C Aug., 1871,1.1 iJlfc^, Vlil6, eaA V k'^riiAWV. 
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127.] The Bpecifie molecular conductivity (/) of an electrolyte 
is the sum of the velocities of its componenta *, and the actual 
conductivity of any weak solution ia found by multiplying the 
number I by the number of grammes of the substance in a litre 
and dividing by the molecular weight of the substance, that of 
hydrogen being 1. 

128,] We have reason to believe that water is not an electrolyte, 
and that it ia not a conductor of the electric current. It ia 
exceedingly difficult to obtain water free from foreign matter. 
Kohlrauschf , however, has obtained water so pure that its resistance 
was enormous compared with ordinary distilled water. When 
exposed to the air for [4'3 hours its conductivity rose 70 per 
cent.], and [in 1060 hours it was increased nearly fortyfold. After 
long exposure to the air the conductivity was more than doubled in 
4-5 hours by the action of tobacco smoke.] Water kept in glass 
vessels very soon disfiolves enough of foreign matter to enable it 
to conduct freely. 

KohlrauschJ has determined the resistance of water containing a 
very small percentage of different electrolytes, and he finds that 
the results agree very well with the hypothesis that the velocity 
with which each ion travels through the liquid is proportional 
to the electromotive force, the velocity corresponding to unit of 
eloctromotive force being different for different ions, but the same 
for the same ion, whatever the other ion may be with which it is 
combined. The velocities of different ions in centimetres per 
second, corresponding to an electromotive force of one volt, are 
given in Table II. 

Table II. 



-OOOSl -00049 .00032 -00020 .00033 -OOOSO 00026 -00022 



■00066 00053 -00031 -00050 -00038 -00023 



J 



When the water contains a large percentage of foreign matter 
the velocities of the ions are no longer the same, as it is no longer 
through water, but through a liquid of quite difierent physical 
properties that they have to make their way. It appears from 



• [Cumpare Canendiih Papers, pp. 4<6, 4i7.] 
t iFoggemiorff; Ergamuuyibaad, VUI (1878), pp. 7, B. 11.] 
t [Fogg. Ann. VoL CLIV (1876), p- 216 ; Vol. CLIX (1876), p. 2i2 ; Phil. Mag. 
Jime WB^2 
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TSAe III* that though for small percentages of sulphuric acid in 
water the conducting power is proportional to the percentage of 
acid, yet aa the proportion of acid increases the conducting power 
increases more slowly till a maximum conducting power is reached, 
after which the addition of acid diminishes the conducting power f , 



TABLE Hi, 

Conductivity of SulpAurie Acid at 18°C referred to that 


ofMercnry at ifC as unity. 




PtTMdUtte Df 
UiSOi 


10«K 


smmagBo 


WK 


PBTMUtigOOf 
IhSU. 


10»K 


1 


429 


60 


3487 


87 


944 


2.5 


1020 


65 


2722 


88 


965 


C 


1952 


70 


2016 


88 




10 


36as 


76 


1421 


SO 


1005 


15 


5084 


78 


1168 


91 


1022 


20 


0108 


80 


losa 


92 


1030 


S5 


6710 


81 


985 


93 


103* 


SO 


6912 


82 


947 




1001 


35 


677S 


83 


924 


95 


958 


40 


6361 


84 


915 


86 


886 


45 


576fi 


85 


816 


97 


750 


SO 


5055 


SS 


B26 


99-4 


80 


66 


4280 











129.] The oxygen and hydw 



I which are given off at the 



electrodes in so many experiments on water containing foreign 
ingredients are, therefore, not the ions of water separated by strict 
electrolysis, but secondary products of the electrolysis of the matter 
in solution. Thus, if the cation is a metal which decomposes water, 
it unites with an equivalent of oxygen and allows the two equiva- 
lents of hydrogen to escape in the form of gas. The anion may 
be a [compound radicle] which cannot exist in a separate state, 
[bnt which exists in the nascent condition, and] contains one equi- 
valent [or more] of [some electronegative element which reacts 
upon water and liberates oxygen.] 

Thied Clas.s. — Dielectrics, 
130.] The third class of bodies has an electric resistance so much 
greater than that of metals, or even of electrolytes, that they are 
often called insulators of electricity. All the gases, many liquids 
which are not electrolytes, such as spirit of turpentine, najihtha, &c., 
and many solid bodies, such as gutta-percha, caoutchouc in its 
various forms, amber and resins, crystallized electrolyt-es, glass 
when cold, &c., are insulators. 
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They are called insulators because they do not allow a current 
of electricity to pass throug-h ttem. They are called dielectrics 
because certain electrical actions can be transmitted through them. 
According to the theory adopted in this book, when an electro- 
motive force acts on a dielectric it causee the electricity to be 
displaced within it in the direction of the electromotive force, the 
amount of the displacement beings proportional to the electromotive 
force, but depending also on the nature of the dielectric, the dis- 
- placement dne to equal electromotive forces being greater in solid 
and liquid dielectxica than in air or other gases. 

When the electromotive force is increasing, the increase of 
electric displacement is equivalent to an electric cun'ent in the 
same direction as the electromotive force. When the electromotive 
force is constant there is still displacement, but no current. When 
the electromotive force is diminishing, the diminution of the electric 
displacement is equivalent to a cuiTent in the opposite direction. 

131.] In a dielectric, electric displacement calls into action an 
internal electromotive force in a direction opposite to that of the 
displacement, and tending to reduce the displacement to zero. 
The seat of this internal force is in every part of the dielectric 
where displacement exists. 

To produce electric displacement in a dielectric requires an 
expenditure of work measured by half the product of the electro- 
motive force into the electric displacement. This work is stored 
up as eneigy within the dielectric, and is the source of the 
energy of an electrified system which renders it capable of doing 
mechanical work. 

The amount of displacement produced by a given electromotive 
force is different in dirterent dielectrics. The ratio of the displace- 
ment in any dielectric to the displacement in a vacaum due to the 
same electromotive force is called the Specific Inductive Capacity 
of the dielectric, or more briefly, the Dielectric Constant, This 
quantity is greater in dense bodies than in a so-called vacuum, and 
is approximately equal to the square of the index of refraction. 
Thus Dr. L. Boltzmann* finds for various substances, 



VD. 



T (cB«t) 



Sulphor 
ColupbuD 
Far&ffin 
Ekmita (Hartgummi) 3-15 1775 

•' i^oSlf- ■^'**- CLI. (187*), p. 483.] 
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For a sphere cut from a crystal of aulphur Boltzmann finds ]) 
by electrical experiments for the three principal axes, and compares 
them with the results as calculated from the three indices of 
refraction. 

By electrical eipcriments H, = 4 

By optical meMureraenta I), = « 

{Sitznng«b. (Vienna), 9 Jan., 1873.} 

132,] Schiller {Pogg, Ann. CLII, 536) ascertained the time of 
the electrical vibrations when a condenser is discharged through en 
electromagnet. He finds in this way the following values of the 
dielectric coefficients of various substances, and compares them with 
those found by Siemens by the method of a rapid commutator. 

Schiller. Siemens. ,i^, it. 

Ebonite (Hartgummj) 2-21 2-76 

Pure rnbber 2.13 2-34 2-25 1-50 

■Vulcanized grey, do. 2.69 2-94 

ParaffiD, quick cooled, clear 1.68 

„ slow cooled, milk white LSI 1.92 2.19 1-48 

„ another specimen 1.B9 2.47 2.3i 1.53 

Strnr eoloured gUw 2-!i6 4.12 
I) » 3-68 

WUts mirror glass £-83 6.34 

P. Silow {Fogg. Aim. CLVI (1875), [p, 395]}* finds for oil o 
turpentine 



Fanday did not succeed in detecting- any diflerenee in the 
dielectric constants of dilierent gases. Dr. Boltzmann f however 
has succeeded by a very ingenious method in determining it for 
A'ariouB gases at 0"C, and at one atmosphere pressure. 





D. 


Vu. 


f- 


Air 


1.0005S0 I 


000295 


1.0002i)4 


Carbonio Acid 


1.0009J6 1 


000473 


1.000449 


Hydrogen 


1.000264 1 


0001S2 


1.00D138 


Carbonic Oside 


1.000690 1 


0003*5 


1000340 


NitrouB Oiide 


1.000994 1 


000497 


1-000503 


Olefiaot Gas 


1001312 1 


000666 


1.000678 


Mac-h Gaa 


1-000944 1 


000472 


1.000443 



DlBRDPTIVE DiSCHAEGE. 

133.] If the electromotive force acting at any point of a dielectric 
is gradually increased, a Kmit is at length reached at which there 

[See also CLVni. (1876), pp. 306 el ij).] 

*""- K itm, CaJ. (1876). p. iQ3.1 



110 



MECHANICAL ILLUSTRATIONS OF 



[■J 



is a sudden electrical discharge through the dielectric, generally 
accompanied with light and sound. The dielectric, if solid, is often 
pierced, cracked, or broken, and portions of it are often dispersed in 
the form of vapour. This phenomenon appears to be analogous 
to the rupture of a solid body when exposed to a continually 
increasing stress. This analogy is bo complete that we may make 
use of the same terms in describing the behaviour of media under 
the action of electromotive force as we apply to bodies under the 
action of stress. Thus electromotive force and electric displacement 
correspond to ordinary force and ordinary displacement ; the electro- 
motive force which produces disruptive discharge corresponds to 
the breaking stress. Conduction, or the transmission of electricity, 
corresponds to permanent bending. 

Thus if we consider the twisting of a wire on the one hand, and 
the transmission of electricity through a body on the other, the 
moment of the couple which twists the wire will correspond to 
the electromotive force acting on the body, and the angle through 
which the wire is twisted will correspond to the electric displace- 
ment. If the wire, when the force is removed, returns to its 
former shape and becomes completely untwisted it is said to be 
elastic. Such a wire corresponds to a dielectric which acts as a 
perfect insulator with respect to the electromotive force employed. 
If the twisting couple is increased up to a certain limit the wire 
gives way and is broken. This corresponds to disruptive discharge, 
and the ultimate strength of the wire corresponds to the greatest 
electromotive force which the dielectric can support, which we may 
call its electric strength. 

If before rupture takes place the wire yields so that it will no 
longer completely untwist itself when the force is removed it is 
said to be plastic. It corresponds to a dielectric which conducts 
electricity to a certain extent. , 

If no such permanent twist can be given to the wire by a force 
which is not sufficient to break it, the wire is called brittle. In 
like manner we may speak of those dielectrics such as air, which 
will not transmit electricity except by the disruptive discharge, as 
electrically brittle. 

134.] Many wires after being kept twisted for some time and 
then set free immediately untwist themselves, but through a smaller 
angle than they were twisted. In the course of time, however, they 
go on untwisting themselves, but very slowly, the process some- 
times going on for days or weeks. In like manner many dielectrica 
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such OS the glaaa of a Leyden jar or tlie gutta percba of a submarine 
cable, after being subjected for some time to electromotive force 
and then placed in a closed cireait give an inatantaneous discharge 
which is less than the original charge. After this discharge, how- 
ever, they are capable of giving residual discharges which become 
more and more feeble, and if the circuit is kept closed a quantity of 
electricity will slowly ooze out through the circuit, the current 
becoming feebler and feebler as the charge is more nearly 



Mechanical lUuUratioft of the Properties of a Dielectric, 



equal sectional area A, B, C, D and F are 
the figure. A^ B, C and B are vertical 



135* ] Five tubes 
arranged in circuit a 
and equal, and P is horizontal. 

The lower halves of A, B, C, D 
are filled with mercury, their upper 
halves and the horizontal tube P are 
filled with water. 

A tube with a stopcock Q con- 
nects the lower part of A and B 
with that of C and 1), and a piston 
P is made to slide in the horizontal 
tube. 

Let ns begin by supposing that 
the level of the mercury in the four 
tubes is the same, and that it is in- 
dicated by Jo, -ff„, C^, i)„, that the 
piston is at Pq, and that the stop- 
cock Q is shut. " V*^ ^ 'J 

Now let the piston be moved from _ '*■ 

Pg to P„ a distance a. Then, since 

the sections of all the tubes are equal, the level of the mercury 
in A and C will rise a distance a, or to A-^ and C-^, and the mercury 
in B and I) will sink an equal distance a, or to B-^ and D^. 

The difference of pressure on the two sides of the piston will 
be represented by ia. 

This arrangement may serve to represent the state of a dielectric 
acted on by an electromotive force 4a. 

The excess of water in the tube D may be taken to re^reaeat ^ 



~A- -G- 
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esocBB of mercary in tte tube A amy represent the negative charge 
<m the other side. The excess of pressure in the tube /* on the 
aide of the piston nest D will then reprcBent the excess of potential 
on the positive side of the dielectric. 

If the piston is free to move it will move back to P^ and be in 
equilibrium there. This represente the complete discharge of the 
dielectric. 

During the discharge there is reversed motion of the liquids 
throughout the whole tube, and this represents that change of 
electric displacement which we have supposed to take place in a 
dielectric. 

I have supposed every part of the system of tubes filled with 
incompressible liquids, in order to represent the property of all 
electric displacement that there is no real accumulation of elec- 
tricity at any place. 

Let us BOW consider the effect of opening the stopcock Q while 
the piston P is at P^. 

The level of A^ and -D^ will remain unchanged, but that of B and 
C will become the same, and will coincide with Pg and Cg. 

The opening of the stopcock Q corresponds to the existence of 
a part of the dielectric which has a slight conducting power, but 
which does not extend through the whole dielectric so as to form 
an open channel. 

The charges on the opposite sides of the dielectric remain in- 
sulated, but their difference of potential diminishes. 

In fact, the difference of pressure on the two sides of the piston 
sinks from 4 a to 2 « during the passage of the fluid through Q. 

If we now shut the stopcock Q and allow the piston P to move 
freely, it will come to equilibrium at a point P^, and the discharge 
win be appai'ently only half of the charge. 

The level of the mercury in A and P will be |-tt above its 
original level, and the level in the tubes C and S will be Ja 
below its original level This is indicated by the levels A^, B^, 
C„ Di- 
li the piston is now fixed and the stopcock opened, merouiy will 
flow from P to C till the level in the two tubes is again at Bg and 
C'l,. There will then be a difference of pressure = a on the two 
sides of the piston P. If the stopcock is then closed and the piston 
P left free to move, it will again come to equilibrium at a point P^, 
half way between P.2 and Pg. This conesponds to the residual 
charge which is observed when a charged dielectric is first j 
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charged and then left to itself. It gradually recovers part of its 
chai'ge, and if this is again discharged a third charge ia formed, the 
succeBBii'e charges diminishing in quantity. In the ease of the 
iliustrative experiment each charge is half of the preceding, and the 
(IJEcharges, which are i, i, &c. of the original charge, form a series 
whose sum is equal to the original charge. 

If, instead of opening and closing the stopcock, we had allowed it 
to remain nearly, but not quite, closed during the whole experiment, 
we should have had a ease resembling that of the electrification of a 
dielectric which is a perfect insulator and yet eshibits the phe- 
nomenon called ' electric absorption.' 

To represent the case in which there is true conduction through 
the dielectric we must either make the piston leaky, or we must 
establish a communication between the top of the tube A and the 
top of the tube D. 

In this way we may construct a mechanical illustration of the 
properties of a dielectric of any kind, in which the two electricities 
are represented by two real fluids, and the electric potential is 
represented by fluid pressure. Char^ and dischaige are repre- 
sented by the motion of the piston P, and electromotive force by 
the residtant force on the piston. 

136.] The electric strength of a dielectric medium depends on the 
nature of the medium and its density and temperature. Thus the 
electromotive force required to produce a disi-uptive discharge ia 
greater in glass or ebonite than in air. 

The electric strength of air or any other gas may be tested by 
causing sparks to pass thi'ough a portion of the gas between two 
balls of metal. If the experiment is conducted in a glass vessel 
from which the air may be exhausted by an air pump, it ia found 
that the electromotive force necessary to produce the discharge 
diminishes, while the pressure is reduced from that of the atmo- 
sphere to that of about 3 millimetres of mercury. If the supply of 
electricity is kept up at a constant rate, the sparks become smaller 
and more frequent, till at last there appears to be a continuous flow. 
If, however, the exhaustion be carried further, the electric strength 
again increases, till in the most perfect vacuum hitherto made the 
electromotive force required to produce a spark between electrodes 
-6 centimetres apart is so great that the discharge does not take 
place between the electrodes, but passes round the oiitside of the 
vessel through a distance of 20 centimetres of air at the ordina.rY 
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present an almost insuperable reeistance to the passage of electricity. 
A small quantity of gas, however, introduced into the empty space 
renders it ijicapable of withstanding even a small electromotive 
force. This diminution of the electric strength, however, does not 
go on when the density of the gas is still further increased, but for 
pressures of .a centimetre and upwards the electric strength in- 
creases as the density increases. 

137.] The electric strength of air diminishes rapidly as the tem- 
perature rises. The heated air which rises from a flame conducts 
electricity freely. The best way of discharging the electrification 
of the surface of a solid dielectric is to pass the electrified body 
over a flame. In most experiments with heated air the air is in 
motion. It is therefore desirable that experiment* should be made 
on the conductiiity of air at various temperatures, contained in a 
closed vessel and free from currents. 

138.] In order to test the insulating properties of air and other 
gases I made the following experiment ; — 

A tube half an inch in diameter, CD, is supported on an insulated 
stand c. A rod AB, a quai'ter of an inch in diameter, is supported 
by the insulating stand a so that about 6 inches of tiie rod is withiii 
the tube with a cylindrical shell of air about an eighth of an inch 
thick between it and the inside of the tube. The tnbe is connected 
with one electrode of a battery of 50 Leelanche cells, 'the^ other 
electrode being connected to eartfi. The rod is connected'to one 
electrode of Thomson's quadrant electrometer, the other electrode 
being connected to earth. A tube, F, which is fixed so as not to 
touch the tube CD, is used for sending a current of hot air or steam 
through the tube CD. The part of the tube CD which contains the 




rod AB is surrounded by a wider tube E of thick brass which m 
be heated by a gas Anmee eo as to keep the inner tube and i-od h 
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without exposing them to the current of the products of combustion 
of the burner. 

The sensitiveness of this apparatus was ahewn by the effect of 
communicating a small charge to the tube E. The electrometer 
was immediately deflected on account of induction between the 
tnbe and the rod AB. The rod AB was then discharged to earth 
so that the electrometer indicated zero, the tube remaining at a 
higher potential. If any conduction were now to take place 
through the air between the tube and the rod it would be indicated 
by the electrometer. No conduction however could be observed 
even after the lapse of a quarter of an hour, and when hot air and 
steam were blown through the tube. At the end of the experi- 
ment the tube was discharged to earth, when a negative deflection j 
of the electrometer was observed, shewing that the tube had re- ■ 
mained chained during the whole experiment. 

139.] Other experiments were afterwards made in which mereuiy 
and sodium were made to boil in a bent glass tube while raised to 
a high potential by a battery of 50 Leclancbe cells. A thick 
copper wire (Fig. 31} was placed on an insulating stand so that the 
end of the wire was within the glass tube and surrounded by the 
vapour of the metal. It was necessary that the wire should not 
be allowed to touch the tube, because glass at a high tempera- "i 
tore is a good conductor. It was also necessary t-o see that the . 
products of combustion from the Bunsen burner did not eome 
in contact with the wire after becoming electrified by the hot 
tube. 
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wire. But whenever bo mui-Ii mercniy had collected on the wiiel 
that a drop fell ofT at the end of the wire, there was a deflection \ 
of the electrometer heoause the drop had become charged by in- 
dnction rrom the tube and the removal of this charge affected J 
the electrometer. This however was no evidence of condDction| 
throngh the metallic vapour, bnt oidy indicated that the apparatnsi 
was in Biieh a state of electrification that any conduction, if it took 
|itui.<ti, would produce a sensible indication at the electrometer. 

It is difficult to reconcile these experiments on the insulating 
[lower of hot g'ases and vapours witii the well-known phenomena 
of the communication of electricity along the stream of heated 
iimttt^r riiidng from a flame or even from red-hot metal. This 
utrttiiii acta as a jiowerful conductor of electricity between the flam^J 
and hotliea placed at a foot or a yard above it where the temperaturej 
of tht> amending current is mnch lower than it was in the experi-9 
nieiit of t^e tiilx' and rod. I 

140.] Tho whole theory of the electric properties of gasea is in al 
very imiwrfeet state. According to the kinetic theory of gases, I 
their nioUioiiles are in a state of agitation so that they are con- 
tinually striking against each other. The velocity of this agitation 
in pr"*t<'J' tlio higher the temperature. It would appiar, therefore. 
Hint the eleotrio conduction of gases is of the natiu^ of convection, J 
.\t every collision the whole charge of two of the molecules would] 
Iw B<i»»Ily divided between them, and thus the tendency of thai 
itgitation would be to equalize the charges of all the molecules, ■ 

But we can hardly admit a theory of this kind when we eonsiderl 
that we have hitherto obtained no evidence of the conduction o^ 
electricity through air at the ordinary pressure and temperatow.B 
under a feeble electromotive force. ■ 

Whenever a body free from projecting points and sharp edgesB 
and charged to a low potential is found to lose its charge, the I 
result can always he traced to conduction through the substance.! 
ur along the surface of the apparatus which is required to support I 
it, The more perfectly insulating we make this apparatus thel 
more slowly does the electrified body lose its charge, so that iti 
is probable that if we could support an electrified body on a per.fl 
fcctly insulating stand so that it could lose its charge only byV 
conduction through the air, it would never lose its charge. I 
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Electric 'Phenomena of Tourmaline. 

141.] Certain crystals of tourmaline and of other minerals 
possess what may be called Electric Polarity. Suppose a crystal 
of tourmaline to be at a uniform temperature, and apparently 
free from electrification on its surface. Let its temperature be 
now raised, the crystal remaining insulated. One end will be 
found positively and the other end negatively electrified. Let the 
surface be deprived of this apparent electrification by means of a 
flame or otherwise ; then if the crystal be made still hotter, electrifi- 
cation of the same kind as before will appear, but if the crystal be 
cooled the end which was positive when the crystal was heated will 
become negative. 

These electrifications are observed at the extremities of the crys- 
tallographic axis. Some crystals are terminated by a six-sided 
pyramid at one end and by a three-sided pyramid at the other. 
In these the end having the six-sided pyramid becomes positive 
when the crystal is heated. 

Sir M'. Thomson supposes every portion of these and other bemi- 
hedral crystals to have a definite electric polarity, the intensity 
of which depends on the temperature. When the surface is passed 
through a flame, every jiart of the surface becomes electrified to 
such an extent as to exactly neutralize, for all external points, 
the effect of the internal polarity. The crystal then has no ex- 
ternal electrical action, nor any tendency to change its mode ol' 
electrification. But if it be heated or cooled the interior polariza- 
tion of each particle of the crystal is altered, and can no longer 
be balanced by the superficial electrification, so that there is a 
resultant external action. 

In tourmaline and other pyroelectric crystals it is probable 
that a stjite of electric polarization exists, which depends upon 
temperature, and does not require an external electromotive force 
to produce it. If the interior of a body were in a state of 
permanent electric polarisation, the outside would gradually become 
charged in such a manner as to neutralize the action of the internal 
electrification for all points outside the body. This external super- 
ficial charge could not be detected by any of the ordinary tests, 
and could not be removed by any of the ordinary methods for 
discharging superficial electrification. The internal polarization 
of the substance would therefore never be discovered unless by 
some means, such as change of temperatmei tVt wtoKNift, ■s'l "^s 
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intenul polarization conid be increased or diminished. The cs- 
temal electriHcation woald then be no lonj^er capable of neattalizing 
the external eSect of the internal polarization, and an apparent 
electrifies tion would be observed, as in the case of toormalme. 



The Eleefrie Glow. 

142.] It can be proved by the mathematical theory of electritni] 
that if a condactor haTing- on its surface a sharp conical | 
ia placed in a perfectly insulatdng- mediam and electrified, 
aarface-donsity of the electricity will increase without limit I 
points nearer and nearer to the conical point, so that at the conict 
point itself the surface-den eity, and therefore the electromoti»i 
force, would l>e infinite. But this result depends on the hypothea 
that the air or other surrounding dielectric has an invincibly 
insulating power, which is not the case, and therefore as soon 
as the electromotive force at the conical point reaches a certain 
limiting value the insulating power of the air gives way, and 
there is a disruptive discharge of electricity info the air. A small 
fortion of air close to the conical point thna becomes electrified. 
The electrified system now consists of the metal conductor with 
its conical point, toother with a rounded mass of electrified air, 
which covers the point and acts as a sort of sheath to it, so that 
the boundary of the electrified system is no longer pointed. 

This electrified system, if it were solid, would retain its charge, 
for the electromotive force is not great enough at any place to 
produce disruptive diBcharge, but since the air is fluid, and since 
the electromotive force is greatest in the line of prolongation of 
the conical point, the eleetrilied particles of air move off in that 
direction. When they are gone other unelectrified particles take 
their place round the point, and the point being no longer 
jirotecled by electrified air, there is another discharge, as at first. 

Thus there is continually kf>pt up an influx of nnchai'ged air 
to the point, a luminous discharge of electricity from the point, 
called the Electric Glow, and a stream of charged air in the 
direction of the prolongation of the axis of the cone called the 
Kleetric "Wind. By checking the influx of air behind the point 
we may weaken the glow and by increasing the current of air by 
blowing we may make the glow stronger. 

143.] The electric wind which blows from the conical point 
ja»jr be mnde to drive a little windmill, or if the conductor is 
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Fig. aa. 



made of two wires crossed and having their sharpened ends bent 
liackwards, as in Fig', 32, and suppoi'ted so as to be capable of 
rotating, the reaction of the electric 
wind will make the cross rotate in 
the direction of the arrows. 

It is only close to the electrified 
jioint that the motion of the elec- 
trified air is in any degree inflnenced 
by its electrification. At a short dis- 
tance from the point the electrified 
air becomes mixed with other air, and 
in carried about by the ordinary currents of the atmosphere as an 
invisible electric cloud 

If W6 calculate the force due to the electrification of a larg* 
body of air at a considerable distance from other electrified bodies, 
we shall find that it is not capable of producing eflects on the 
motion of so large a mass which arc at all comparable to the 
effects of the slight variations of density and other causes which 
produce the movements of the atmosphere, Henoe the motion of 
thunder clouds is due almost entirely to atmospheric currents and 
is not sensibly affected by their electrification, 

144.] When an electrified portion of air comes near the surlace 
of a conductor, it induces on that surface an electrification opposite 
to it-s own and is attracted towards the surface, but since the 
electromotive force is small the electrified particles may remain for 
a long time in the neighbourhood of the conductor without being 
dmwn into contact with it and dischar^d. 

To detect the presence of this electrified atmosphere clinging 
to a conductor we have only to insulate the conductor and connect 
it with an electrometer. If we now blow away the electrified air 
from its surface, the electrometer will indicate the electrification 
of the conductor itself, which is of course of the opposite tind 
to that of the electrified air. Thus, if we hold in the hand a 
hollow metal cylinder over an electrified point, we may electrify 
the air within it. If we then place it on an insulated stand in 
connexion with the electrometer, the electrometer will remain at 
zero till the. electrified air is removed, which may be done by 
blowing air through the cylinder. The electrometer will then 
indicate the electrification of the cylinder, which is of the opposite 
kind from that of the electrified air. 

145.] The glow ia more eaaily formeA va rai« aii "AwnxV^i 
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air, and more easily when the point is positive than when it la 
negative. This and many other differences between positive and 
negative electrification aeem to depend upon a condition analogous 
to electrolytic polarization in the stratum of air in contact with 
the electrode. It appears that the electromotive force required 
to eanse an electric discharge to take place is somewhat smaller 
where the electrode at which the discharge begins is negative, but 
that the quantity of electricity in each discharge is greatest when 
the electrode at which the diecharge begins is positive, 

146.] A fine point may be used instead of a proof plane to deter- 
mine the nature of the electrification of any part of the surface of 
a conductor when electricity is induced upon it in presence of 
another electrified body. For this purpose the point is fixed to the 
conductor so as to project a few millimetres from its surface. If 
the part of the snriace to which ib is fixed is electrified jiositively 
the point gives off positive electricity to the air, and the conductor 
loses positive elecfxicity or g«ins negative electricity. This may 
be ascertained either by removing or discharging the inductor and 
ascertaining the character of the charge of the induced body, or by 
connecting the induced body with the detTtrometer and observing 
the change of potential as the point throws off its electricity. 

It has been found that some vegetable thorns, prickles, or spines 
act more perfectly in throwing off electricity than the finest pointed 
needles which can be procured. 

The action of the point may be assisted by blowing aii from 
a blowpipe over the point, and in this way we may prevent the 
electrified air from dischai^ing itself on the surface of the inducto 



I»c Ekctric Bruth. 



147.] The electric brush is a phenomenon which may be ] 
dueed bv electrifying a blunt point or a small ball in air so a 
produce an electjric field in which tho tension diminishes as t 
distance from the kail increases, but not ^ rapidly as in the case of 
a sharp point. The brush oonsisls of a succession of discharges, 
ramifj-ing as they diverge from the Iwll into the air, and termin- 
ating eitiier by charging portions of air or l)y reaching some other 
conductor. The bnish pTodiires a sound, th* pilrh of which depends 
on the interval between ihc siiot-essivp dischat^s, and there is no 
current of air Ks in the c«e of the glow. 
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The Electric Spark. 

148.] When the tension in the space between the two eleetrodet^ 
is considerable all the way between them, as in the case of two balls 
whose distance is not very great compared with their radii, the 
discharge, when it occurs, usually takes the form of a spark, by 
which nearly the whole electrification is discharged at once. 

In this ease, when any part of the dielectric has given way, the 
part next to it in the direction of the electric force is put into 
a state of greater tension, so that it also gives way, and so the 
discharge proceeds right through the dielectric. We may compare 
this breaking down of the dielcL'tric to what occurs when we make 
a little rent perpendicular to the edge of a piece of paper and then 
apply tension to the paper in the direction of the edge. The paper 
is torn through, the disruption b^inning at the little rent, but 
diverging occasionally so as to take in weak places in the paper. 
The electric spark in the same way begins at the point where the 
electric tension first overcomes the ' electric strength ' of the dielec- 
tric, and proceeds from that point, in an apparently irregular path. 
so as to take in other weak points, such as particles of dust floating 
in the air. 

149.] The investigation of the phenomena of the luminous 
electric discharge has been greatly assisted by the use of the spec- 
troscope. The light of the spark or other discharge is made to fall 
on the slit of the collimator of the spectroscope, and after being 
analysed by the prisms is observed through the telescope. The 
light as thns analysed is found to consist of a great number of 
bright lines and bands forming what is called the spectrum of the 
light. By comparing light from different sources it is found that 
these bright lines may be divided into groups, each group being 
due to the presence of a particular substance in the medium through 
which the discharge takes place. 

By using the method introduced by Mr. Lookyer of forming 
an image of the spark upon the slit by means of a lens, we maj' 
obtain at one view a comparison of the constituents of the medium 
which are rendered luminous by the dielectric discharge at the 
different points of its jiath. Close to either electrode the lines are 
principally due to the metal or metals of which that electrode 
insists. At greater distances these lines become fainter, thinner, 
and leas numerous, but the spectrum belonging to the gaa throvi^ 
•^ takes place TeQia,ui% xisvXiVe. ^^^^^^^^J 
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SPECTRUM OF THE ELECTRIC SPARK, 



['50^1 
n others, ^^ 



Some of the lines due to the metals appear lonper than others, 
shewing- that they can be formed in regions of the spark where 
othetB are no longer visible, owinw either to a defieieney in the 
amount of the metallic vapour or to a want of viffour in the electric 
disturbance. It thus appears that the electric discharge separates 
an appreciable amount of matter even from the hardest metals and 
carries the particles through the air to a distance of several milli- 
metres from the surface of the metal. It also appears by a com- 
parison of sparks from different electrodes and through different 
gases that no part of the light is emitted by any substance common 
to all the different cases, but that eveiy line is due t* one or other 
of the chemical substances present. 

It follows from this that neither the electric fluid, if there be 
such a substance, nor any ethereal medium such as is supposed 
to pervade all ortlinary matter, is rendered luminous dm-ing the 
discharge, for if it were bo its sjiectrum would be visible in all 
discharges. 

Oti Sfeadif Currenta. 

150*.] In tlie ease of the current between two insulated con- 
ductors at different potentials the operation is soon brought to an 
end by the equalization of the potentials of the two bodies, and the 
current is therefore essentially a IVansient current. 

But there are methods by which the difference of potential of 
the conductors may be maintained constant, in which case the 
ciurent will continue to flow with uniform strength as a Steady 
Current. 



The VoUaic Battery. 
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The most convenient method of producing a steady current is by 
means of the Voltaic Battery. 

For the sake of distinctness we shall describe DanicU's Constant 
Batt-ery :— 

A solution of sulphate of zinc is placed in a cell of porous earthen- 
ware, and this cell is placed in a vessel containing a saturated 
solution of sulphate of copper. A piece of zinc is dipped into the 
sulphate of zinc, and a piece of copper is dipped into the sulphate 
of copper. Wires are soldered to the zinc and to the copper above 
the surface of the liquid. This combination is called a cell Or 
element ofDanieU's battery. See Art. 193j* 



152*.] dasiell's BATTEBY. 123 

151*.] If the cell is insulated by being placed on a non-con- 
ducting Btand, and if the wire connected with the copper is put 
in contact with an insulated conductor A, and the wire connected 
with the zinc is put in contact with S, another insulated conductor 
of the same metal as A, then it may he ehewn by means of a deli- 
cate electrometer that the pot-ential of A exceeds that of -B by a 
certain quantity. This difference of potentials is called the Elec- 
tromotive Force of Daniell's Cell. 

If A and Ji are now disconnected from the cell and put in 
communication by means of a wire, a transient current passes 
through the wire from A to -S, and the potentials of A and B 
become equal. A and B may then be charged again by the cell, 
and the process repeated as long as the cell will work. But if 
A and B be connected by means of the wire C, and at the same 
time connected with the battery as before, then the cell will main- 
tain a constant current through C, and also a constant difference 
of potentials between A and B. This diffei-ence will not, as we 
shall see, be equal to the whole electromotive force of the cell, for 
part of this force is spent in maintaining the current through the 
cell itself. 

A number of cells placed in series so that the zinc of the first 
cell is connected by metial with the copper of the second, and so 
on, is called a Voltaic Battery. The electromotive force of such a 
battery is the sum of the electromotive forces of the cells of which 
it is composed. If the batterj- is insulated it may )je charged with 
electricity as a whole, but the potential of the copper end will 
always exceed that of the zinc end by the electromotive force of 
the battery, whatever the absolute value of either of these potentials 
may be. The cells of the battery may l>e of very various construc- 
tion, containing different chemical substances and different metals, 
[irovided they are such that chemical action does not go on when 
no current passes. 

152*.] Let us now consider a voltaic battery with its ends in- 
sulated from each other. The copi>er end will be positively or 
vitreously electrified, and the zinc end will he negatively or resin- 
ously electrified. 

Let the two ends of the battery he now connected by means 
.of a wire. An electric current will commence, and will in a very 
short time att^n a constant value. It is then said to be a Steady 
Current, 



oersted's discovery. [153*- 



Magnetic Aelion of the Current. 

153*.] Oersted discovered that a magnet placed near a straig-ht 
electric current tends to place itself at right angles to the plane 
passing through the magnet and the current. 

If a man were to place his body in the line of the current eo 
that the current from copper through the wire to zinc should flow 
from his head to his feet, and if he were to direct his face towards 
the centre of the magnet, then that end of the magnet which tends 
to point to the north would, when the current flows, tend to point 
towards the man's right hand. Thus we see that the electric 
current has a magnetic action which is exerted outside the current, 
and by which its existence can be ascertained and its intensity 
measured without breaking the circuit or introducing anything 
into the current itself. 

The amount of the magnetic action has been ascertained to be 
strictly proportional to the strength of the current as measured 
by the products of electrolysis in the voltameter, and to be quite 
independent of the nature of the conductor in which the cuitent 
is flowing, whether it be a metal or an electrolyte, 

154*,] An instrument which indicates the strength of an electric 
current by its magnetic effects is called a Galvanometer. 

Galvanometers in general consist of one or more coils of silk- 
covered wire within which a magnet is suspended with its axis 
horizontal. When a current is passed through the wire the magnet 
tends to set itself with its axis perpendicular to the plane of the 
coils. If we suppose the plane of the coils to he placed parallel 
to the plane of the earth's equator, and the current to flow round 
the coil from east to west in the direction of the apparent motion 
of the sun, then the magnet within will tend to set itself with 
its magnetization in the same direction as that of the earth con- 
sidered as a great magnet, the north pole of the earth being similar 
to that end of the compass needle which points south. 

The galvanometer is the most convenient instrument for measnr- 
ing the strength of electric currents. We shall therefore assume 
the possibility of constmcting such an instrument in studying the 
laws of these currents, and when we say that an electric current is 
of a certain strength we suppose that the measurement is effected 
by the galvanometer. 
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On Syalems of Linear Conductor*. 

155*.] Any conductor may be treated as a linear conductor if it 
is arranged so that the carrent mnst always pass in the same manner 
between two portions of its surface which are called its electrodes. 
P'or instance, a mass of metal of any form, the surface of which is 
entirely covered with insulating material except at two places, at 
which the exposed surface of the conductor is in metallic confjict 
with electrodes formed of a perfectly conducting material, may be 
treated as a linear conductor. For if the current be made to enter 
at one of these electrodes and escape at the other the lines of flow 
win be determinate, and the relation between electromotive force, 
current, and resistance will be expressed by Ohm's Law, for the 
current in every part of the mass will be a linear function of E. 
Bnt if there be more possible electrodes than two, the conductor 
may have more than one independent current through it. 

Ohm's LaK. 

156*.] Let E be the electromotive force in a linear conductor 
from the electrode A^ to the electrode A^. (See Art. 5.) Let 
C be the strength of the electric current along the conductor, that 
is to say, let C units of electricity pass across every section in 
the direction A^ A.^ in unit of time, and let R be the resistance of 
the conductor, then the expression of Ohm's Law is 

E=CB (1) 

The Resistance of a conductor is defined to be the ratio of 
the electromotive force to the strength of the carrent which it 
produces. The introduction of this term would have been of no 
«ientific value unless Ohm had shewn, as he did experimentally, 
that it corresponds to a real physical quantity, that is, that it has 
a definite value which is altered only when the nature of the con- 
ductor is altered. 

In the first place, then, the resistance of a conductor is indepen- 
dent of the strength of the current flowing through it. 

In the second place the resistance is independent of the electric 
potential at which the conductor is maintained, and of the density 
of the distribution of electricity on the surface of the conductor. 

It depends entirely on the nature of the material of which the 
conductor is composed, the state of aggregation of its parts and its 
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Tlie i-eHistance of a conductor may be measured to within one 
ten tbousandth or even one hundred thousandth part of its value, 
and HO many conductors have been tested that our assurance of the 
truth of Ohm's Law is now very high*. ^^M 

Linear Condiictor» arranged in Series, ^^H 

157*.] Let y/| , /l^ be the electrodes of the first conductor and let 
the second conductor be placed with one of its electrodes in contact 
with A.,, BO that the second conductor lias. for its electrodes J2' -^s- 
The electrodes of the third conductor may be denoted by Ag 
and J^. 

Let the electromotive force along each of these conductora bta 

denoted by ii'i^, E^, £^^, and so on for the other conductors. ^M 

Let the resistance of the conductors be ^| 

^12. ^^, if^' &'-'■ ■ 

Then, since the conductors are arranged in series so that the Baiq^| 

current C flows through each, we have by Ohm's Law, ^B 

E,^= CR,2, M^ = CI{^^, E^^=CR^ (2) 

If E is the resultant electromotive force, and R the resultant 
resistance of the system, we must have by Ohm's Law, 

E=CR, (3) 

Now E = E^^ + E^-\-E^^ (4) 

the sum of the separate electromotive forces, 
= C {R^ + i?23 + R34,) by equations (2). 
Comparing this result with (3), we find 

}t=R,^+R.^s-\-R^ (5) 

Or, (he regigtance of a series of conduetori is ike mm of the Tesiilance» 
of the couductoTs taken teparateli/. 

Potential at ang Point of the Series. 

Let A and C be the electrodes of the series, £ a point between 

them, a, c, aud b the potentials of these points respectively. Let 

R^ be the resistance of the part from A to B, If^ ^^^'^ "f the part 

from S to C, and R that of the whole ffom A to C, then, since 

a-b = Bfi, b-c = R^C, and a~c = RC, 
the potential at .B is 7? ,y 4- ff <■ 

« = ^7^ W 

• [See Report of Brittfili ABEuciniion, lb76."i 
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which determines the potential at B when those at A and C are 
given. 

Resistance of a "Multiple Conductor. 

158*,] Let a number of conductors ABZ, ACZ, ADZhe arranged 
side hy side with their exti'emitiee in contact with the same two 
points A and Z. They are then said to be arranged in multiple 
are. 

Let the reBistanceB of these conductors be Rj, E^, R^ respeet- 
ively, and the cnrrenta Cj, Cj, Cg, and let the resistance of the 
multiple conductor be R, and tbe total current C. Then, since the 
potentialB at A and Z are the same for all the conductors, they Iia.ve 
the same difference, which we may call E. We then have 

M = C^R^ = C^R^ = C^R^= CR, 
but C=Ci + C^ + C^, 

whence ^=^^ + ^^ + ^. (7) 

Or, the reciprocal of the reaiatance of a multiple conductor it the mm 
of the reciprocals of (he component conductors. 

If we call the reciprocal of the resistance of a conductor the 
conductivity of the condactor, then we may say that the con- 
ductivity of a multiple conductor is the sum of the conductivities of 
the component cond-uctort. 



Current in any Branch of a Multiple Conductor. 

From the equations of the preceding article, it appears that if 
C, is the current in any branch of the multiple conductor, and 
Ry the resistance of that branch, 

R 



"' = ''%' 



(«) 

where C is the total current, and R is the resistance of the multiple 
conductor as previously determined. 

Kirehhoff has stated the conditions of a linear system in the 
following manner, in which the consideration of the potential is 
avoided. 

(1) (Condition of ' continuity.') At any point of the system the 
lum of all the currents which flow towards that point is zero. 

(2) In any complete circuit formed by the conductors the f 
■of the electromotive forces taken round th& (nxamiii S& a 
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ii^am of the products of the carrents in each conductor multiplied 
bv the resistance of that conductor. 

Lonffitudinai Resistance of Conductors of Uniform Section, 

159^.] Let the resistance of a cube of a ^ven material to a 
current parallel to one of its edges be p, the side of the cube being 
unit of length, p is called the ' specific resistance of that material 
for unit of volume' 

Consider next a prismatic conductor of the same material whose 
length is /, and whose section is unity. This is equivalent to I 
cubes arranged in series. The resistance of the conductor is there- 
fore /p. 

Finally, consider a conductor of length / and uniform section s. 
This is equivalent to s conductors similar to the last arranged in 
multiple arc. The resistance of this conductor is therefore 

s 

When we know the resistance of a uniform wire we can determine 
the specific resistance of the material of which it is made if we can 
measure its length and its section. 

The sectional area of small wires is most accuiateljr determined 
by calculation from the lengthy weight, and specific gravity of the 
specimen. The determination of the specific gravity is sometimes 
inconvenient, and in such cases the resistance of a wire of unit 
lengtii and unit mass is used as the ' specific resistance per unit of 
weight.' 

If r is this resistance, I the length, and m the mass of a wire, then 
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PHENOMENA OF AN ELECTRIC CURRENT WHICH FLOWS 
THROUGH HETEROGENEOUS MEDIA. 



1. Thermo-electric phenomena. 

160.] Seebeck, in 1822, discovered that if a circuit is formed of 
two different metals, and if the two junctions of the metalB are 
kept at different temperatures, an electric current tends to flow 
round the circuit. If the metals are iron and copper at tempera- 
tures below 280° C, the current flows from copper to iron through 
the hotter junction. There is therefore, in general, an electro- 
motive force acting in a definite direction round the circuit, whenever 
the two junctions are at different temperatures. 

In a circuit formed of any number of metals all at the same 
temperature, thci-e can be no current, for if there were a current 
it might be constantly employed to work a machine or to generate 
heat in a conductor, and this without any energy being supplied 
to the system from without, for in order to keep the circuit at 
a constant temperature nothing is required except to prevent heat 
from entering or leaving it. Hence at any given temperature 
the electromotive force in a circuit of three metals. A, B, C must 
be zero for the whole circuit. Hence if the electromotive force 
from C to ^ is a, and that from C to .B is &, and that from S to A 
X, then in the circuit A, B, C, the total electromotive force is 
a — 5 — 31=0, so that ar, the electromotive force from 5 to yi is 
represented \>y^~l, where a and b are quantities determined by 
observation of the electromotive force from any third metal C 
to the metals A and B. We may express this by saying that 
the quantities a and h are the poientiah of the metals A and B 
with respect to a third metal C at the given temperature. Thq 
potential of A with respect to B is a — b. The actual determina- 
tion of the relative potentials of the metals will be explained in 
Art. 182. 
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161.] It has been sliewn by Magnus* that if a circuit be formed 
of a single metal, no current will be formed in it, however the 
temperature and the Be(;tion of the conducting circuit may vary 
in different parts. Since in this case there is necessarily con- 
duction of heat, and consequently dissipation of energy, we cannot, 
as in the former case, consider the result as self-evident. The 
electromotive force, for instance, between two portions of the 
circuit at given temperatures might depend on the length or 
the mode of variation of the section of the intermediate portion 
of the circuit. In fact the experiments of Le Rous: and others 
have shewn that the law of Magnus is no longer applicable in 
a circuit in which there is a very abrupt variation of temperature, 
as at the instant when the circuit is closed by a hot wire coming- 
in contact with a cold wire of the same metal. Even without 
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Fig. 33. 
any physical discontinuity of the circuit such as is implied in 
the contact of two separate jiieces of wire, a sufficiently abmpt 
variation of temperature may be produced by taking a thick 
wire and filing down a certain length of it till it is very thin. 
If the junction of the thick and the thin portions is placed in 
a flame, the thin portion will be heated so much more rapidly 
than the thick portion, that the variation of temperature will be 
so abrupt that the law of Magnus fails, and we obtain a current 
in a circuit of one metal ; we must therefore modify the statement 
of the law of Magnus as follows : — 

TAe electromotive force from one poinl of a condticior of homogeneotta 
metal to another depends only on ike temperature of these points -unless 
at any part of the conductor a sensible variation of temperature occurs 
between points whose distance is within the limits of molecular action. 

Thermo-electric power of a Toetal at a given t^perature. 
162.] Let us now consider a linear circuit made up of alternate 
pieces of two metals, say lead and iron. We shall assume lead 
to be the standard metal, and study the properties of iron in 
relation to lead. 

In the figure the pieces of iron are distinguished by shading. 

Let the temperatures of the junctions be those indicated in the 

' \F0g3. Ana. 1851.] 
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figure, in whicli the temperatures of the extremities of each piece 
of iron differ hy one deg^ree, but the temperatures of the extremiticB 
of each of the intermediate pieces of lead are equal. The total 
electromotive force round the circuit is the sum of the electromotive 



forces due to the thermo-electric action of the diflerent pairs of 
junctions. Niw if we consider the pairs A and £, C and 2), E 
and F belonging to the pieces of iron we find that the temperature 
rises one degree in each piece, but if we take the pairs B and C, 
D and E belonging to the pieces of lead, the temperature in 
each piece is uniform and therefore there is no electromotive force 
in these pieces. We may therefore leave the intermediate pieces 
of lead out of aceoimt, and consider the electromotive force due 
to the junctions A and F as equivalent to the sum of the electro- 
motive forces of the three pairs of junctions A and -B, C Bad B, 
E and F. 

Hence if a diagram is constructed in which the axis OZ is 
marked with the degrees of the thermometric scale and in which 
the area Q°PQ\° represents the electromotive force when the 
junctions are at 0° and 1° and so on, then the electromotive force 
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Fig. 35. 

when the junctions are at any given temperatures wiU be re- 
presented by the area included between the axis, the ordinates at 
the given temperatures and the line PQEST. 

163.] Any oi-dinate such as O^P, l" Q, &e.j is called the Thermo- 
electiio Power of iron with respect to Lead Kt 0°, V, hi&.,« 
K. a 
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THERMOELECTRIC INVERSION. 



[164. 

reckoned positive when, for a small difference of temperature, the 
current is from lead to iron throng;!! the hot junction. 

We may also on the same diagram construct other lines, the 
ordinates of which represent the tliermo-electric powers of any- 
other metals with respect to lead, heing reckoned positive and 
measured upwards when for a small difference of temperaturcB 
the current sets from lead to that metal throngh the hot junction. 
Such a diagram is called a thermo-electric diagram, and from it 
we can deduce the electromotive force due to any pair of metals 
with their junctions at any given temperatures. 

Thus if a ^ ia the line representing the metal A, and b B another 
representing the metal 5, and T, t the 
temperatures of the junetions, the 
electromotive force of the circuit is 
represented by the area ABhaA and 
it acts in the direction indicated, 
namely, irom the metal A to the 
metal _B through the hot junction. 

If, instead of lead, we had assumed 
any other metal as the standard 
metal, the diagram would have been 
altered in form, but all areas measured 
on the diagram would have remained 
the same, the change of form being 
which the slipping is along vertical 



Fig. 30. 



due to a shearing strain ii 
lines. 



Thermo-eledric Inversion. 

164.] Gumming in 1823 discovered several cases in which the 
thermo-electric order of two metals as observed at ordinary tempera^ 
tures becomes inverted at high temperatures. The lines corre- 
sponding to these metals on the thermo-electric diagram must 
therefore cross one anothei- at some intermediate temperature, called 
the Neutral Temperature for these metals. 

Tait has recently investigated the lines which represent a con- 
siderable number of metals in the thermo-electric diagram, and he 
finds that for most metals they are nearly if not exactly straight 
lines. The lines for iron and nickel however have considerable 
sinuosities, so that they may intersect the straight lines belonging 
f.o another metal in several different points corresponding to sever^ 
different Jientrel temperatures. 
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Thermal effects of iJie CuTrent. 

165.] By applying the principle of the conservation of energy to 
the case of a thenno -electric current, it is easy to see that certain 
thermal effects must accompany the electric current. 

Let us consider what takes place while one unit of electricity 
ia transmitted across any section of the circuit. The work done 
on the electric current ia the product of the electromotive force 
into the quantity of electricity transmitted, and since this latter 
quantity is unity, the work is numerically equal to the electro- 
motive force, and is represented by the area ABba in the thermo- 
electric diagram. If the current is allowed to flow without 
anytliing to impede it except the resistance of the circuit, the 
whole of the work will be converted into heat, but if the resistance 
of any part of the circuit such as a long and fine wire greatly 
exceeds that of the thermo-electric couple, the heat generated in 
that part of the circuit will greatly exceed that generated in the 
thermo-electric couple itself. Instead of allowing the current to 
generate heat, we may make it drive a magneto -electric engine, 
and so convert any given proportion of the work into mecbanicai 
work. 

Thus for every unit of electricity whicK is transmitted, a certain 
amount of work is done by the thermo-electric forces on the current. 
The only source of this work ia the heat of the thermo-electric 
couple, and therefore, by the principle of the conservation of energy, 
we conclude that an amount of heat, dynamically equivalent to this 
work, must have disappeared in some part of the circuit. 

166.] Now Peltier* in 1834 found that when an electric currnet 
is made to pass from one met-al to another which has a higher 
thermo-electric power, the junction is cooled, or, since there is no 
permanent change in the metals, there is a disappearance of heat. 
When the cuiTent ia made to flow in the opposite direction the 
junction is heated, indicating a generation of heat. 

This thermal effect of the current at the junction is of quite 
a different kind from the ordinary gciicmtion of heat by the current 
while it overcomes the resistance of a conductor. The latter, 
which we may call with Thomson the friclioaal generation of heat, 
is the same when the direction of the current is reversed, and 
varies as the square of the strength of the current. The former 
• Annftlea de Cliiiiiie at de 'Ph3a\i^vie,\vv. ^, ^T\. '^%^>^l. 
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which we shall call the Peltier effect, is reversed when the current 

iij reversed, and depends simply on the streagth of the current. 

167.] But Thomson has shewn that besides the Peltier effect, 
there must in certain metals be another reversible thermal eSect 
of the cnrrent. The current must generate or absorb heat wben 
it passes from hotter to colder or from colder to hotter part-s of 
the same metal. Thus, let a thermo-electric couple of copper and 
iron be kept with one jimction AB at the neutral temperature 
which is about 280''C, and the other, fli, at some lower temperature. 
The thermo-electric current is from copper to iron at the hot 
junction AS and from iron to copper at the cold jnnction ab. 

Now the Peltier effect at the hot junction, AB, is zero, for that 
junction is at the neutral temperature, and the Peltier effect at the 
cold junction, ab, is a generation of heat, for the cnrrent is there 
passing from the metal of 
higher to the metal of lower 
thermo-electric power. Hence 
the absorption of heat which 
must exist in order to account 
for the work done by the cur- 
rent must take place in some 
Ti^. 37. other part of the circuit, either 

in the copper where the cur- 
rent is flowing from cold to hot, or in the iron where it is flowing 
from hot to cold, or in both metak This thermal effect of the 
current was predicted by Thomson as the result of reasoning 
similar to that here given. He aft«rwai-ds verified this pre- 
diction experimentally, and found that in iron unequally heated 
a current from hot to cold cools the metal, while a current from 
cold to hot heats it, and that the reverse thermal effect takes 
place in copper. We shall refer to this thermal effect as the 
Thomson effect. 

168.] Thomson has shewn that a verj- cloae analogy Bubsists be- 
tween these thermo-eiectric phenomena and those of a fluid circu- 
lating in a tube consisting of two vertical branches connected by 
two horizontal branches. A fluid, heated in one part of the circuit, 
»nd [Missing on into cooler parts of the system, will give out heat, 
and when it passes from colder to warmer parte will absorb heat, 
the amount of heat emitted or absorbed depending on the specific 
heat of the fluid. According to this analogy, positive or vitreous 
electricity caixiea heat with it in copper as if it were a real i 
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bat in iron it behaves as if its specific heat were a negative quan- 
tity, wbich cannot be the case in a real fluid. Henec ITiomson 
expresses the fact by saying that negative or resinous electricity 
carries heat with it in ii'on. Neither kind of electricity, therefore, 
can be regarded in this respect as a real fluid. We may therefore 
adhere to the usual convention, and speaking of the positive elec- 
tricity only, we may say that in copper it behaves as if its specific 
beat were positive, and in iron as if it were negative. 

169.] M. Le Roox*, who has made some very careful experiments 
on the Thomson effect, finds that in lead the specific heat of 
electricity is either zero or very small indeed. Professor Tait has 
therefore adopted lead as the standard metal in bis thei-mo-electric 
measurements. 

170,] We may express both the Peltier and the Thomson effects 
by stating that when an electric current is flowing from places of 
smaller to places of greater thermo-electric power, beat is absorbed, 
and when it is flowing in the reverse direction heat is generated, 
and this, whether the diflerence of thermo-electric power in the two 
places arises fi.-om a difference in the nature of the metal or from a 
difference of temperature in the same metal. 

171.] The amount of beat absorbed corresponding to a given 
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Fig. 33. 

increase of thermo-electric power, must depend on the temperature 
as well as on the amount of that increase. For consider a circuit 
consisting of two metals, neither of which exhibits the Thomson 
effect. Such a circuit would be represented in the thermo-electric 
diagram by the parallelogram AabB with horizontal and vertical 
sides. If the current flows in the direction AahB heat is absorbed 
in BA and generated on ab, and no reversible thermal effect occnra 
elsewhere. Also the heat absorbed in BA exceeds that generated 

_ • Annalea de C'liiaie et de Ptjaitpe ^'i.s., ■¥- ii,l,',^^"^i- 
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in ai by a quantity represented by tbe parallelog-ram BAah. Hence 
if we produce Aa and Bb and draw the vertical line af3 at Bueh a 
distance that the heat absorbed at the junction AB is represented 
by the parallelogram BAa^, the teat generated at the junction ab, 
which, as we have seen, is less than this by the parallelogram BAab, 
will be represented by the parallelogram fli/3a. The Peltier effect 
therefore is meaanred by tlie product of the increase of thermo- 
electric power in passing from the first metal to the second into 
the temperature reckoned from some point lower than any observed 
temperature, and is of the form (</>;. — </>,) {f—f,), when the 'current 
flows from a metal in which the thermo-electric power is <p^ to 
a metal in which it is (^^ , and i is the thermometer reading, and 
/j is a constant, the value of which can be ascertained only by 
experiment. 

172,] Thus far we are led by the principle of the Conser^^tion 
of Energy. It is a consequence, however, of the Second Law of 
Thermodynamics, that in all strictly reversible operations in which 
heat ia transformed into work or work into heat, the amount of heat 
absorbed or emitted at the hif^her temperature is to that emitted or 
absorbed at the lower temperature as the higher temperature is to 
the lower temperature, both being reckoned from absolute zero of 
the thermodynamic scale. It follows that the line a^ must be 
drawn in the position corresponding to the absolute zero of the 
thermodynamic scale, and that the expression for the heat absorbed 
may be written (>p^—ij>i)8, where 6 is the temperature reckoned 
from absolute zero. It is true that the thermo-electric operations 
cannot be made completely reversible, as the conduction of heat, 
which is an irreversible operation, is always going on, and cannot 
be prevented. We must therefore consider the application of the 
Second Law of Thermodynamics to the reversible part of the 
phenomena as a very probable conjecture consistent with other 
parts of the theory of heat, and verified approximately by the 
measurements of the Peltier and Thomson effects by Le Roux. 

173.] "We are now able to express all the thermal and electro- 
motive effects in terms of the areas in the thermo-electric diagram. 
Let li be the line for one metal, say iron, Cc that for another, say 
copper. Let T be the higher temirerature and i the lower, and let 
represent the position of absolute zero. Let the curi'ent flow in 
the direction CUc till one unit of electricity has passed. Then the 
heat absorbed at the hot junction will be represented by the area 
e/gS. This is the Peltier effect. 



174.] 



137 



The heat absorbed in the iron is represented by IiPQ,„ThoiaBQa 

effect. 
The heat generated in the cold junction, by JcSP... Peltier 

effect. 
The heat absorbed in the copper, by cC^iS',,.Tbomeon 

eflect. 




Fig. 3B. 

The whole heat absorbed is therefore represented by CliPSc, and 
the heat generated by icSF, leaving Clic for the heat absorbed as 
the result of the whole operation. This heat is converted into the 
work done on the electric current. 

174.] Entropy*, in Thermodynamics, is a quantity relating to 
a body such that its increase or diminution implies that heat has 
entered or left the body. The amount of heat which enters or 
leaves the body is measured by the product of the increase or 
diminution of entropy into the temperature at which it takes 
place. 

In this treatise we have avoided making any assumption that 
electricity ia a. body or that it is not a body, and we must also avoid 
any statement which might suggest that, like a body, electricity 
may receive or emit heat. 

We may, however, without any such assumption, make use of 
the idea of entropy, introduced by Clausius and Rankine into the 
theory of heat, and extend it to certain thermo-electric phenomena, 
always remembering that entropy is not a thing but a mere instru- 
ment of scientihc thought, by which we are enabled to express in a 



* [Arte. 174-181 oonBJat prinoLpally of aropetition of ArtB. 167-173, bnteipreeaed 
in the langUHge of tlia doctrine of Entropy. It was probably the intention of Pro- 
fessor Clerk Maxwell to insert them or some modificatina of them in ploue of ths 
fbreguing Artjcles, but it I1&9 been tbougbt be«t not to alter the continuoiu MS., but 
Bimply to insert tbe aeporate Articlea here as representing a elightlj d\ff«eDb^B«'C&EA. 
of applying the Second Law of ThermoilyiiMiAijB \o ttieiuio-iiBtATO; ■"^o&iisiiii.'KsJ- 
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eompoct &ad conrenient manner the e<»ditioii> under whieh 1 
is emitted or abeorbed. 

175.] When an electric cmrcnt pMMi &am ooe metal to anotlier 
beat u emitted or abeorbed at the janction of the metab. We shall 
therefore suppose that the electrie entnpj has dimiiuehed or in- 
cnaaed when the electrioitr passes from the ooe metal to the other, 
the electric entropy bein^ diSerent according to the nature of tiie 
medinm in which the electrieitr is, and being a&eted by its 
temperature, stress, strain, &c. It is only, however, dniing the 
motion of electricity that any thermo-electric phenomena are pro- 
dnced- 

176,] It is proved in treatises on thennodvnamics that in all re- 
Tersible thermal operations, what is called the entropy of the system 
remains the same. (Maxwell 's Theory of Heat, 5th ed. p 190.) 

The entropy of a body is a qoantitv which when the body re- 
ceives (or emite) a qoanlity of heat, i?, increases (ot diminishes) by 

a quantity — i where 6 is the temperature reckoned on the ther- 
modynamic scale. The entropy of a material system la the sum of 
the entropies of its ports. 

177.] The thermal effects of eleclaic cnrrents are in part re- 
versible and in part irreversible, bat the reversible effects, sach as 
those discovered by Peltier and Thomson, are always small com- 
pared with the irrevereible effects — the fictional generation of heat 
and the diffnsion of heat by condnctinn. Hence we cannot extend 
the demonstration of the theorem, which applies to completely re- 
versible thermal operations, to thermo-electric phenomena. 

But, as Sir Wm, Thomson has pointed out, we have great 
reason to eonjectnre that the reversible portion of the thermo-electric 
effects are sabject to the same condition as other revemble thermal 
Operations. This conjecture has not hitherto been disproved by any 
experiments, and it may hereafter be verified by careful electric and 
calorimetric measurements. In the meantime the consequences which 
flow from this conjeetoie may be conveniently described by an ex- 
tension of the term entropy t-o electric phenomena. 

The tenn Electric Entropy, as we shall use it, corresponds to the 
term Thermo-electric Power, as defined by Sir W. Thomson in his 
fiRh paper on the Dynamical Theor}' of Uoat (Trans. R. S. ] 
1st May, 1851; Arts 140. p. 151). 
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178.] The most convenient method of studying the theory of 
thermo-electric phenomena is by means of a diagram in which the 
temperature and electric entropy of a metal at any instant are 
represented by the horizontal and vertical coordinates of a point 
on the diagram. Thus, if 00 represents the temperature, reckoned 
&om absolute zero on the thermodynamic scale, of a piece of a 
certain metal, and if CA represents the electric entropy corre- 
sponding to the same piece of metal, then the point A will indicate 
by its position in the diagram the thermo-electric state of the piece 
of metal. In the same way we may find other points in the 
diagram corresponding to the same metal under other conditions or , 
to other metals. 

If in the path of an electric current electricity passes from one 1 
metal to another or from one portion of a metal to another at 
a difi^erent temperature, the different points of the electric circuit 



T — ~~ — - ~M 



will be represented by corresponding points on the thermo-electric 
diagram. The path of the current will thus be represented by 
a line or path on the thermo-electric diagram. When the current 
flows in a single metal. A, from a point at a temperature OC to 
another at a temperature Oc, the path is represented by the Kne Aa^ 
the points of which represent the state of the metal at intermediate 
temperatures. The form of the path depends on the nature of 
the metal and on the other influences which act on it besides 
^nje, Bttdl aa etresB and Btrain. Tio^ftssOT '^aS.'i., Vws' 
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tinde that for most of the met-als esctpt iron and nickel, tbe path 
on the thermo-electric diagram is a straight line. 

When the current Hows from the mefal .1 to another met^ £ 
at the same temperature, the path is represented by J_fi, a vertical 
straight line. The circuit traversed by the electric cnrrent will 
thus be represented by a circuit on the thermo-electric diagram. 

The heat generated while a unit of electricity moves along the 
path Ja is represented by the area of the figure AaQPA, bounded 
by the path Aa, the horizontal ordinate at a, the line of zero tem- 
peiuture and the horizontal ordinate at A. If this area lies on the 
li^ht of the path, it represents heat generated ; if it lies to the leR; 
of the path it reprfsents heat absorbed, 

179.] If electricity were a fluid, ninninop through the conductor 
as water does through a tnbe, and always gi^*ing out or absorbing- 
heat till its temperature is that of the conductor, then in pasang 
from hot to cold it would give ont heat and in passing from cold to 
hot it wonld absorb heat, and the amount of this heat wonld depend 
on the specific heat of the fluid. 

In the diagram the speciflc heat of the floid at A would be 
represented by the line aP, where a is the point where the tan- 
gent to the path at A cutd the line of zero temperatore, and P 
is the intersection with the Esme line vS the horizontal ordinate 
thiong-h A. 

The line Aaa in the diagram is such that the electric entropy 
iucrettses as the temperature rises. This is the ease with copper, 
and therefore we may assert that the speciflc heat of electricity in 
copper is positive. 

In other metals, as for instance iron, the electric oitiopj 
diminishes as the temperature rises, as is repres«ited by tiie line 
^bB. Ilie epeciflc he«t of electricity in snch metals is n^stire, 
and at S is represented by the line ^T. 

180.] Thomson, who diseovered first from theoiy and then \xj 
experimoital verification the thermal eitect of an electiic cnrrent in 
an unequally heated metal exprs^s^s the bet by saying diat 
▼itreoos electricity carries heat with it in copper, while 
electricity carries heat with it in iron. 

We most remember, however, that the«e phns«s ai» not in- 
tended by Thomson, and must not be unde«i4<x>i by ns, to 
that eleetncity either podtitv or negwUTe is a ttnid wit 
be heated or cooled and which has a i)«^mte ^p-rvific hoO. 

the whole atX of pbnsts a» MKntj- utakv^cal «• 
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adhere to the ordinary convention according to which vifcreoas 
electricity is reckoned positivcj and we shall say that the specifie 
heat of electricity is positive in copper but negative in iron. 

The obvious fact that no real fluid can have a negative specific 
heat need not disturb uSj for we do not assert tbat electricity is a 
real fluid. 

181.] Let us nest consider a circuit consisting of two linear 
conductors of the metals A and B respectively, the two junctions 
being kept at different temperatiu'es, represented in the diagram 
by OC and Oc. This electric circuit will be represented in the 
diagram by the circuit AabBA. If the current flows in the 
direction AalB till one unit of electricity has been transmitted, 
the following thermal effects will take place. 

(1) In the metal A heat will be generated as the electricity flowi 
from the hot junction to the cold junction. The amount of this 
heat is represented by the area AaQPA. 

(2) At the cold junction, where the electrieity passes from the 
meta! A to the metal B, heat will be generated. The amount of 
this heat is represented by the area ahSQa, 

(3) In the metal B beat will be generated as the electrieity flows 
from the cold junction to the hot junction. The amount of this 
heat is represented by the area hBTSh. 

(4) At the hot junction, where the electrieity passes from the 
metal B to the metal A, heat will be absorbed. The amount of 
this heat is represented by the area BAFTB. The reverse order of 
the letters sbews that this area is to be taken negatively. 

The whole heat generated is therefore represented by the area 
AabBTPA, and the whole heat absorbed by BAPTB. The total 
effect is therefore an absorption of heat represented by the area 
AabBA. 

The energy corresponding to this heat cannot be lost. It ia 
transformed into electrical work spent upon the current by an 
electromotive force acting in the direction of the current. Since 
the quantity of electricity transmitted by the current is supposed 
to be unity, the energy, which is the product of the electromotive 
force into the quantity of electrieity transmitted, must be equal to 
the electromotive force itself. 

Hence the electromotive force is represented by the area AaliBA, 
and it acts in the dii-ection represented by the order of the letters — - 
that is, 

Hot, metal A, cold, metaV B,V(fti. 
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This electromotive force will, if the resistanee of the circuit is 
finite, produce an actual cnrrent*. It was hy means of such 
correnta that the thermo-electric properties of metallic ciicuite 
were first discovered by Seebeck in 1822. 

182.] The electrical effects dne to heat were discovered before 
the thermal effects due to the electric current, but the application 
of the thermal effects of the current to det«rmine the electromotive 
forces acting along different portions of the circuit is due to Sir 
W. Thomsonf. It is manifest that in a heterogeneous circuit 
we cannot determine the electromotive force acting from the point 
A to the point B bv simply connecting these points by wires to the 
electrodes of a gal^■anomet«r or electrometer, for we are ignorant of 
the electromotive forces acting at the junctions of these wires with 
the matter of the circuit at A and B. 

But if we cause a current of known strength to flow from A^ B, 
and if this cnrrent causes the generation of a quantity of heat equal 
to fl^ in that portion of the circuit, and if no chemical, magnetic or 
other permanent effect takes place in the matter of the conductor 
between A and B, then we know that if Q is the total quantity of 
electricity which has been transmitted from A to B, and E the 
electromotive force in the direction from B to A which the current 
has to overcome, then the work done by the current is QE. This 
vrork is done within a definite region, namely the portion AB of 
the conductor, and it is entirely expended in generating heat within 
that region. Hence, if the quantity of heat generated in tbe 
portion AB is H, as expressed in d\'namical measure, we have the 
eqnation 

QE=B. 
and cance Q and ff are capable of being measured we can determine 
the deetromotive force E actdng against tbe current, \Vhen the 
dectromotive force acts in the same direction as the cnrrent is 
flowing, the quantity of heat generated is negative ; or, in other 
words, there is an absorption of heat. 

In this investigation we mnst remembex that E lepiesents the 
irkolt electromotive force acting against, the current. Now part of 
this electromotive force urisos from the cWtric resistance of the 

• [The energy npeiidot in ilrtxTnii lh» cunrait nill, if XM odtmriM employei be 
ultinulel; iMnv«rt«<l int>- hm itirm^jti Uie fVtf Uotutl tmjsUuk* nf ttiv TseuJi. Tbe 
beat prod'aced by thit liT«T«nIbla Mtiiui wwA Iw d)«ti>viiichn3 frvon the lianuon 
•sd Peltier eOwU, ud ii rtmutufmi oa tit* Th«n>»-clvctric diuntu bv Ute ana 
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condactor, Tliis part always acts a^inst the current, and is pro- 
portional to the current according to Ohm's law. 

The other part of the electromotive force acts in a definite direc- 
tion, either from ^4 to .B or from B to A, and is independent of the 
direction of the current. It is generaJlj' this latter part of the 
electromotive force which ia referred to as the electromotive force 
from Aia B. 

It J3 easy to eliminate the part due to resietance by making two 
experiments in which currents of equal strength are made to flow 
in one case from A to B and in the other from B to J. The excess 
of the heat generated in the second case over that generated in the 
first case, per unit qf electricity transmitted, ia numerically equal 
to twice the electromotive force from A to B, 

183.] The total electromotive force round any circuit is easily 
measured by breaking the circuit in a place where it ia homo- 
geneous, and determining the difference of potentials of the two ends. 
This may be done by any of the ordinary methods for det-ermining 
electromotive force or difference of potentials, because in this ease 
the two ends are of the same substance and at the same tempera- 
ture. But we cannot by this method determine how much of this 
electromotive force has its seat in a particular part of the circuit, 
as for instance, between A and B, where A and B are of different 
substances or at different temperatures. The only method by which 
we can determine where the electromotive force acts is that of 
measuring the heats generated or absorbed during the transmissioa 
of a unit of electricity from A to B. 

184.] In the cases we have hitherto considered the only per- 
manent effect of the current has been the generation or absorjjtion 
of heat, for metals are not altered in any respect by the continuous 
flow of a current through them. But when the current flows from 
a metal to an electrolyte or from an electrolyte to a metal, there 
are chemical changes, and in applying the principle of the conserva- 
tion of enei^y we must take account of these aa well as of the 
thermal effects. 

We shall consider the current as flowing through an electrolyte 
from the anode to the cathode. The fundamental phenomenon of 
electrolysis is the liberation of the components or ions of the electro- 
lyte, the anion at the anode and the cation at the cathode. This 
the only purely electrolytic effect ; the subsequent phenomena 
depend on the nature of the ions, the electrodes and the electrolyte, 
olace according to chemical aui ^\i5%\caX,V'*i% m % toKcssKt 
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apparently independent of the electric parreot. Thaa the Jon, when 
liberated at the elettrode, may behave in several different waya, 
according to the conditions in which it fiods itself. It may be in 
snch a condition that it acts neither on the electrode nor on the 
electrolyte, as when it is a gas which escapes in bubbles, or sub- 
stance insoluble in the electrolyte, which is precipitated. It may 
be deposited on the sarface of the electrode, as hydrogen is on 
platinum, and may adhere to it with varions degrees of tenacity. 
from mere juxtaposition up to chemical combination. If it is 
soluble in the electrolyte, it will diffuse through the electrolyte 
according to the ordinary law of diffusion, and the rate of this 
diffusion is not, so far as we know, affected by the existence of the 
electric current through the electrolyte, for it is only when in com- 
bination, and not when in mere solution, that the current produces 
the electrolytic transfer of the ions. Thus when hydrogen is an 
ion, part of it may escape in bubbles, part of it may be condensed 
on the electrode, and part of it may be absorbed into the electro- 
lyte without combination, and travel through it by ordinary 
difinsion. 

185.] The liberated ion may also aet chemically on tbe electrode 
or on the electrolyte. The results of such action are called 
secondary products of electrolysis, and these secondary products may 
remain at the surface of the electrodes, or may become diffiised 
through the electrolyte. Thus, when the same current is passed, 
first through a solution of sulphate of soda between platinum elec- 
trodes, and then through sulphuric acid, equal volumes of oxygen 
are given off at the anodes of the two electrolytes, and equal 
volumes of bydrogen, each equal to doable the volume of oxygen, 
are given off at the cathodes. 

But if the eleetrol^'sis is conducted in suitable vessels, such as 
U-shaped tubes or vessels with a porous diaphragm, so that tbe 
substance surrounding each electrode may be examined, it is found 
that at the anode of the sulphate of soda there is an equiva- 
lent of sulphuric acid as well as an equivalent of oxygen, and at 
the cathode there is an e«]iuva1ent of soda as well as two equivalents 
of hydrogen. It would at first wiffht appear as if (according to the 
old theory of tho constat ut ion of wilt.s) the sulphate of soda were 
electrolysed into its conHt iliiont'N, miliihuric »cid and soda, while the 
water of tho solution In elw"tr«lywd at t.he same time into oxygen 
and hydrogen, Jlut tins l^xp1anAtiI>n would involve tbe iLssumptioa 
that the same current wlucU paawitg tlirotigU dilute eulphuiie ^ 
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eleetroljses one equivalent of water, when it passes through so- 
lution of sulphate of soda electrolyses two equivalenta, one of the 
Bait and one of water, and this would be contrary to the law of 
electrochemical equivalents. But if we suppose that the com- 
ponents of sulphate of soda are not SO3 and Na^^O, hut SO^ and Na^ 
—not sulphuric acid and soda but sulphion and sodium — then an 
equivalent of sulphion travels to the anode and is set free, hut being 
unable to exist in a free state, it breaks up into sulphuric anhydride 
and oxygen, one equivalent of each. At the same time [two] equiva- 
lents of sodium are set free at the cathode, and then decompose the 
water of the solution, forming two equivalents of soda [NaHO] 
and two of hydrogen. 

In the dilute sulphuric acid, the gases collected at the elec- 
trodes are the constituents of water, namely one volume of oxy- 
gen and two volumes of hydrogen. There is also an increase 
of sulphuric acid at the anode, but its amount is less than one 
eqaivalent. 

186.] It follows from these considerations that in order to ascer- 
tain, the electromotive force acting from a metal to an electrolyte, 
we must take account of the whole permanent effects of the passage 
of one xrait of electricity from the metal to the electrolyte. Thus, 
if the electrolyte is sulphate of zinc, with zinc electrodes, a certain 
amount of heat is generated at the anode for every unit of elec- 
tricity and at the same time one equivalent of zinc combines with 
one equivalent of sulphion and forms sulphate of zinc. Now the 
quantity of heat generated when one equivalent of zinc combines 
with oxygen is known from the experiments of Andrews and others, 
and also the heat generated when an equivalent of oxide of zinc 
combines with sulphuric acid, and is dissolved in water so as to 
form a solution of sulphate of zinc of the same strength as that 
which surrounds the electrode. ITie sum of these quantities of 
heat, which we may call J7, is equivalent to the total work done by 
the chemical action at the anode, which is therefore JS [where 
J represents Joule's equivalent, or the mechanical equivalent of 
heat]. Let i be the quantity of heat generated at the anode during 
the passage of one unit of electricity, and let S be the electromotive 
force acting from the zinc to the electrolyte, that is, in the direction 
of the current. Then the work done in generating heat is JA, and 
the work doue in dri\Tng the cuiTent is A' so that the equation ol 

ris JH=J/l + E 

E=J{n-h). 
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Of these qnantitieB // is known very accanitely bnt it is som^ 
what difficult to measure h, the quantity of beat ^nerated at the 
electrode, because the electrode must be in contact with the electro- 
lyte, and therefore a Iprg^ and unknown fraetion of the beat 
generated will be carried away by conduction and convection 
through the electrolyte. The only metbod which seems likely 
to succeed is to compare the Btationary temperature at a certain 
distance from the electrode with the temperature at the same 
point when in the place of the electrode we put a fine wire of 
known resistance through which we i>asa a known current so as 
to generate heat at a known rate. If the temperatures are equal 
in the two cases we may conclude that the heat is generated at the 
same rate in the zinc electrode and in the wire. But if the cnrrent 
is a strong one a very sensible portion of the whole heat generated 
will he due to the work done by the current in overcoming the 
ordinary resistance of the electrode and the electrolyte. As the elec- 
trode is generally made of a metal whose resistance is very small 
compared with that of the electrolyte, this frictional generation of 
heat will take place principally in the electrolyte. This frictional 
generation of heat may be made very small compared with the 
reversible part by diminishing the strength of the current, hot then 
tbe rate of generation of heat becomes so small that it is difRcult 
to measure it in the presence of unavoidable thermal distorbaneea, 
such as arise from changes in the temperature of the air, &c. The 
experimental investigation is therefore one of considerable difficulty, 
and I am not aware that the electromotive force from a metal to an 
electrolyte baa as yet been measured even approximately *. If, how- 
ever, we assume that the electromotive forces from the metals A 
and B to the electrolyte C are J and B respectively, and that the 
thermo-electric powers of these metals at the temperature Q are a 
and b respectively, then the electromotive force from ^ to ^ at 
their junction is {b — a)0. 

The total electi'omotive foroo round the circuit in the cyclical 
direction ABC is (&—a)0 + B~A. 



Oil the Conrnirvadon of Energy m Medrolyui. 
187.] Consider an eloetrie current flowing in a circuit consisting 
partly of metals and jiurtly t)f eloetrolyten pluceil in eeries. ' 

During the passiigc of onp unit of oleoljituty through any s 
* ISea Art. 162 Mid l4Ml Iwo fti 
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of the circnit one electroebemical etjuivalent of each of the electro- 
lytes is electrolysed. There ib therefore a definite amount of 
chemical action corresponding to a definite quantity of electricity 
passed through the circuit. The energy equivalent to any chemical 
process can be ascertained either directly or indirectly. When the 
process is such that it will go on of itself, and if the only effect 
external to the system is the giving off of heat generated dtiring 
the process, then the intrinsic energy of the system must be 
diminished during the process by a quantity of energy equivalent 
to the heat given out. If a material system consisting of definite 
quantities of so many chemical substances is capable of existing in 
sevei-al different states, and if the system will not of itself pass 
from one of these states (A) to another (5) we can still find the 
relative energy of the state (A) with respect to the state (.8) 
provided we can cause both the state {A) and the state (B) to 
pass into the state (0) which we may suppose to be the state 
in which all the ener^es of combination of the system have been 
exhausted. 

Thus if the substances in the system are oxygen, hydrogen and 
carbon, and if the states (A) and (B) consist of two different 
hydrocarbons with free hydrogen and oxygen, we cannot in general 
cause the state {A') to pass into the state {S), but we can cause 
either [A) or [£) to pass into the state (C) in which all the 
hydrogen is combined with oxygen as water and all the carbon 
is combined with oxygen as carbonic acid. In this way the 
energy of the state (A) relatively to the state (B) can be determined 
by measurements of heat. 

188.] It has been proved experimentally by Joule that the heat 
developed throughout the whole electric circuit is the same for the 
same amount of chemical action whatever be the resistance of the 
circuit provided no other form of energy than heat is given off by 
the system. 

Thus in a battery the electrodes of which are connected by a 
short thick wire the current is very strong and the heat is gener- 
ated principally in the cells of the battery and to a much smaller 
extent in the wire ; but if the wire is long and thin, the heat 
generated in the wire is fai greater than that generated in the 
cells, but if we take into account the heat generated in the wire 
11 as that generated in the cells, we find that the whole 
lerated for each grain of zinc dissolved is the ««&%, \a. 
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189.] If, however, the circuit includes a cell in which dilote 
acid is electrolysed into oxygen and hydrogen the heat generated 
in the circuit, per grain of zinc dissolved, is less than before, by the 
quantity of heat which would be generated if the oxygen and 
hydrogen evolved in the electrolytic cell were made to combine. 

Or if the circuit includes an electromagnetic engine which is 
employed to do work, the heat generated in the circuit is less than 
that corresponding to the zinc consumed by an amount equal to 
the heat which would be generated if the work done by the engine 
were entirely expended in friction. 

190.] If the arrangement is such that the amount of chemical 
action depends entirely on the quantity of electricity transmitted 
we can determine the electromotive force of the circuit by the 
following method, first given by Thomson {PAil. Mag., Dec. 1851), 
Let the resistance of the circuit be made so great that the heat 
generated by the current in the electrolytes may be neglected. 
Let E be the electromotive force of the circuit ; then the work 
done in driving one unit of electricity through the circuit is 
niimei-ically equal to E. But during this process one electro- 
chemical equivalent of the electrolyte undergoes the chemical 
proccBH which goes on in the cell. Hence, if the energy given 
out during this process is entirely expended in maintaining the 
current, the dynamical value of the process must be numerii5ally 
equal to E, the electromotive force of the cii'cuit, or, as Thomson 
stated it, 

' The electromotive force of an electrochemical apparatus is in 
absolute measure equal to the mechanical equivalent of the chemical 
action on one electrochemical equivalent of the substance.' 



Examples. 

191.] If the action in the cell consists in part of irreversible 
processes, eueb as 

1. The fricfcional generation of beat by resistance in the ele 

trolyte, 

2. Difliision of the primary or secondary products of electrolysis 

through the electrolyte, or, 

3. Any other action which is not reversed when the direction of 

the current is revei-sed, 
there will be a certain amount of dissipation of energy and the 
electromotive force of the circoit ■wiH be less than the losaj 
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intrioBic energy corresponding to the electrolysis of one electro- 
chemical equivalent. 

It is only the strictly reversible processes that must be taken 
into account in calcolating the electromotive force of the circuit. 

192.] The determination of the total electromotive force in an 
electrochemical circuit is therefore always possible. If, however, 
we wish to determine the precise points in the circuit where the 
different portions of this electromotive force are exerted, we find 
the investigation much more difficult than in the case of a purely 
metallic circuit. 

For the chemical action at the junction of a metal with an 
electrolyte is generally of such a kind that it cannot take place 
by itself, that is to say, without an action equivalent to that 
which takes place at the other electrode. Thus, when a current 
passes between silver electrodes through fused chloride of silver, 
cbloiine is liberated at the anode which immediately acts on the 
electrode so as to form chloride of silver and silver is deposited on 
the cathode. 

Now we know the amount of heat given out when an equivalent 
of free ehlorine combines nith an equivalent of silver, and this is 
equivalent to the energy which must be spent in electrolysing 
chloride of silver into free chlorine and free silver, but the process 
that takes place at the anode is the combination of silver, not with 
free chJoriue, but with chlorine in the act of being electrolysed out 
of chloride of salver*. 

r Maiwell's letter on Potentittl 



ram ^nc to the electrolyte, 
» lero but is what la c^led 
Deaearable quantity. Of these three eleotro- 
Eeparately meaaured b; a Intimate procees, that. 



• [The following note ie an extract Eroui Profeas 
published in the Electrician, April 26th, 1879.] 
In a voltaic circuit the aum. of the electromotive 

the electromotive force of the cin 
motive forcea only oa 
namely, Irom copper tc 

Now it IB found by thermoelectric eiperimentj that thia elBctromutive force ia ex- 
ceedingly amall at ordinary temperatures, being less than a microvolt, and that it is 
irom zinc to copper. 

Hence ibe statement deduced from eiperimenta in which air is the third medium, 
that the electromotive force from copper to zinc is -75 volts, cannot be correct. In 
foci, what is really meaaured ie the difference between the potential in air near the 
surface of copper, and the potential in air near the aurface of zinc, the zinc and copper 
bang in oontact. The namber 75 is therefore the electromotive force, in volts of 
the circuit copper, zinc, air, copper, and ia the sum of Uicee electromotive forces, only 
one of which has aa yet been measured. 

Mr. J. Brown haa shown (PiiX ilfaj.,Ang. lB/8, p, 142), bythediviiledringmethod 
of Sir W. Thomaon, that whereas copper ia negative with respect to iron in air it ia 
" " ■ 'lide. 

1 wby the results of the comparison of 
iments harmonise no well with the com- 
n oxidizing electroVYte \i ■wA tesa-ssia Shut 
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Oii CoHs/ant Voltaic Eletnen(». 

193*.] When a series of esperimenta is made with a voltaic 
battery in which polaiizafcion occnrs, the polarization diminishes 
during the time that the current is not flowing, so that when 
it begins to flow again the current is stronger than after it haa 
flowed for some time. If, on the other hand, the resistance of the 
circuit is diminished by allowing the current to flow through a 
short shunt, then, when the current is again made to flow through 
the ordinary circuit, it ia at first weater than its normal strength 
on account of the great polarization produced by the use of the 
short circuit. 

To get rid of these irregularities in the current, which are 
exceedingly troublesome in esperimenta involving exact measure- 
ments, it is necessary to get rid of the polarization, or at least 
to reduce it as much as possible. 

It does not appear that there is mnch polarization at the sor&ce 
of the zinc plate when immersed in a solution of sulphate of zinc 
or in dilute sulphuric acid. The principal seat of polarization is 
at the Eurfuee of the negative metal. When the fluid in which 
the negative metal is immersed is dilute sulphuric acid, it is seen 
to become covered with bubbles of hydrogen gas, arising from the 
electrolytic decomposition of the fluid. Of course these bubbles, 
by preventing the fluid from touching the metal, diminish the 
surface of contact and increase the resistance of the circuit. But 
besides the visible bubbles it is certain that there is a thin coating 
of hydrogen, probably not in a free state, adhering to the metal, 
and as we have seen that this coating is able to produce an elec- 
tromotive force in the reverse direction, it mast necessarily diminish 
the electromotive force of the battery. 

Various plans have been adopted to get rid of this coating of 
hydrogen. It may be diminished to some extent by mechanical 

the propertJeB of »ir agree, to a certain extent, with those ot oxidising eleoti-olytoa. 
For, if the actiTe component of the aleotroljte ia sulphur, theresulta are quite different, 
and the Eiame kind of difference occurs when hjdrc^en sulphide ia eubatitutedforair. 

We know so little abuut the nature of the iona as they exist in an electrolyte that, 
even it we oonlij measure the quantity of heat generated or abaorbed when unit oT 
eleotrioity passes from a metal to an electrolyte, or from aji electrolyte to a metal, wo 
could not determine ^m this the value of the electromotlTe force from the met^ to 
the electrolyte. 

If this is the case with liquid electrolytes, wehaveBtill less hope of detennining the 
electromotive force from a Dietal to a gas, for we cannot produce a current from the 
oue to the other without tumultuary and Don- reversible effects, soch as disint^ration 
of the metal and violent diBlnrbanoe of the gas b; the disoontinuoaB discharge. 
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meanB, such as stirring- the liquid, or rubbing the surface of the 
negEtive plate. In Smee'a battery the negative plates are ver- 
tical, and covered with finely divided platinum from which the 
bubbles of hydrogen easily escape, and in their ascent produce a 
current of liquid which helps to brush off other bubbles as they 
are formed. 

A far more efficacious method, however, is to employ chemical 
means. These are of two kinds. In the batteries of Grove and 
Bunsen the negative plate is immersed in a fluid rich in oxygen, 
and the hydrogen, instead of forming a coating on the plate, 
combines with this substance. In Grove's battery the plate is 
of platinum immersed ia sti'ong nitric acid. In Bunsen'a first 
battery it is of carbon in the same acid. Chromic acid is also used 
for the same purpose, and has the advantage of beiug free from the I 
acid fumea produced by the reduction of nitric acid. 

A different mode of getting rid of the hydrogen is by using 
copper as the negative metal, and covering the surface with a coat 
of oxide. Tliia, however, rapidly disappears when it ia used as 
the negative electrode. To renew it Joule has proposed to make 
the copper plates in the form of disks, half immersed in the liquid, 
and to rotate them slowly, so that the ail' may act on the parts 
exposed to it in turn. 

The other method is by using as the liquid an electrolyte, the 
cation of which is a metal highly negative to zinc. 

In Daniell's battery a copper plate is immersed in a saturated 
solution of sulphate of copper. When the current flows through 
the solution from the zinc to the copper no hydrogen appears on 
the copper plate, but copper is deposited on it. AVhen the solution 
is saturated, and the current is not too strong, the copper appears 
to act as a true cation, the anion SO^ travelling towards the zinc. 

When these conditions are not fulfilled hydrogen is evolved at 
the cathode, but immediately acts on the solution, throwing down 
copper, and uniting with SO^ to form oil of vitriol. When this 
is tlie case, the sulphate of copper next the copper plate is replaced 
by oil of vitriol, the liquid becomes colourless, and polarization by 
hydrogen gas again takes place. The copper deposited in this way 
is of a looser and more friable structure than that deposited by tine 
electrolysis. 

To ensure that the liquid in contact with the copper shall be 
saturated with sulphate of copper, crystals of this substance must 
be placed in the liquid oloBe to *iiig«M^^JtMly^«OL^fli!iRy^^*a«^ 
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is made weak by the depodtioD of the copper, more of the crystals 
may l»e diseolTed, 

We have eeen that it is neceesary that the liquid next the copper 
iJiould be Hitnrntcd with sulphate of copper. It is etill more 
ueccsEary that the liqnid in which the zinc is immersed should bo 
free from snlphate of copper. If any of this Bait makes ita way 
to the surface of the zinc it is redneed. and copper is deposited 
on the zinc. The zinc, copper, and fluid then form a little circuit 
in which rapid electrolytic action goes on, and the zinc is eaten 
away by an action which contributes nothing to the useful effect 
of the battery. 

To prevent this, the zinc is immersed either in dilute sniphunc 
acid or in a solution of sulphate of zinc, and to prevent the solution 
of sulphate of copper from raising with this liquid, the two liquids 
are sepai-ated by a division consisting of bladder or porous earthen- 
ware, which allows electrolysis to take place through it, but 
effectually prevents mixtnre of the fluids by visible currents. 

In some batteries sawdust is used to prevent currents. The 
experiments of Graham, however, shew that the process of diffusion 
goes ou nearly as rapidly when two liquids are separated by a 
division of this kind as when they are in direct contact, provided 
there are no visible currents, and it is probable that if a septum 
is employed which diminishes the diffusion, it will increase in 
exactly the same ratio the resistance of the element, because elec- 
trolytic conduction is a process the mathematical laws of which 
have the same form as those of diffusion, and whatever interferes 
with one must interfere equally with the other. The only differ- 
ence is that diffusion is always going on, while the current flows 
only when the battery is in action. 

In all forms of DanieU's battery the final result is that the 
sulphate of copper finds its way to the zinc and spoils the battery. 
To retard this result indefinitely. Sir W. Thomson* has constructed 
Daniell's battery in the form shewn in Pig. 41. 

In each cell the copper plate is placed horizontally at the bottom, 
and a saturated solution of sulphate of zinc is poured over it. The 
zinc is in the form of a grating and is placed horizontally near the 
surface of the solution. A glass tube is placed vertically in the 
solution with its lower end just above the surface of the copper 
plate. Crystals of sulphate of copper are dropped down this tube, 
and, dissolving in the liquid, form a solution of greater density 
* Proa. B. 8., Jan. 19, 1S71. 
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than that of sulphate of zinc alone, so that it cannot get to the 
zinc except by diffusion. To retard this process of diffusion, a 
siphon, consisting- of a glass tube stuffed with cotton wick, is 
plaeed with one extremity midway between the zinc and copper, 
and the other in a vessel outside the cell, so that the liquid is 




F\g. 4:. 

very slowly drawn off near the middle of its depth. To supply \ 
its place, water, or a weak solution of sulphate of zinc, is added 
above when required. In this way the greater part of the sulphate 
of copper rising through the liqnid by diffusion is drawn off by the 
siphon before it reaches the zinc, and the zinu is surrounded by 
liquid nearly free &oni sulphate of copper, and having a very slow 
downward motion in the cell, which still further retards the upward 
motion of the sulphate of copper. During the action of the battery 
copper is deposited on the copper plate, and SO4 travels slowly 
through the liquid to the zinc with which it combines, forming 
sulphate of zinc. Thus the liquid at the bottom becomes less dense 
by the deposition of the copper, and the liquid at the top becomes 
more dense by the addition of the zinc. To prevent this action 
from changing the order of density of the strata, and so producing 
instability and visible currents in the vessel, care must be taken to 
keep the tube well supplied with ciyatals of sulphate of copper, 
and to feed the cell above with a solution of snlphate of z 
ciently dilute to be lighter than any other stratum of the liqnid 
in the cell. 

Daniell's battery is by no means the most powerful in t 
use. The electromotive force of Grove's cell ia 192,000,000, of | 
Daniell's 107.90Q.000, and that of Bunaeaa \ft%,QfttiS 
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The resistance of Daniell's cell is in general greater than that of 
Grove's or Bunsen's of the same size. 

These defects, however, are more than coonterbalanced in all 
cases where exact measurements are required, by the fact that 
Daniell's cell exceeds every other known arrangement in constancy 
of electromotive force. It has also the advantage of continuing 
in working order for a long time, and of emitting no gas. 



CHAPTEE XI. 

METHODS OF MAINTAINING AN ELECTRIC CURRENT. 

194.] The principal mebhods of maiutaining a steady electriaJ 
current are — 

(1) The Frictional Machine. 

(2) The Voltaic Battery. 

(3) The Thermo-electric Battery. 

(4) The Magneto-electric Machine. 



(1) The Friefional Electric Machine. 

195.] The electrification is here produced between the siirfaceB of 
two different subst^anccs, such as glasa and amalgam or ebonite and 
fur. By the motion of the machine one of those electrified surfaces 
is carried away from the other, and both are made to discharge 
their electrification int-o the electrodes of the machine, from which 
the current is conveyed along; any reqtiired circuit. 

In the ordinary form of the machine a circular plate or a cylinder 
of glass is made to revolve about its axis. Let us suppose that the 
revolving part is a plate of glass. The rubber is fixed so that it 
presses against the surface of the plate as it rotates. The surface 
of the rubber is of leather, on which is spread an amalgam of zinc 
and mercury. By the friction between the glass and the amalgam 
the surface of the glass becomes electrified positively, and that of 
the rubber negatively. As the plate revolves the electrified sni-face 
of the glass is carried away from under tho rubber, and another 
part of the surface of the glass, previously unelcctrificd, is brought 
under the rubber to be electrified. As long as the oppositely 
electrified surfaces of the glass and the rubber remain in contact, 
the electrical effects in the neiglibovu:\iooi aie 'serj «mali.,\»^ ■'^*^''^ 
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the glass is removed from the rubber, Btrang electrical forces are 
developed. The potential, of the rubber becomes negative, and as, 
on aceount of the amalgam, it conducts freely its electrification is 
at once carried off to the negative electrode. At the same time the 
potential of the electrified glass becomes highly positive, but ub the 
glaes is an insulating substance it does not so readily part with its 
electrification. The positive electrode of the machine is therefore 
furnished with a comb, consisting of a nnmber of sharp pointed 
wires terminating near the electrified surface of the glass. As the 
potential at the surface of the glass is much higher than that of 
the comb there is a great accumulation of negative electrification 
at the point of the comb, and this breaks into a negative electric 
glow accompanied by an electric wind blowing from the eomb to 
the glass. The negatively electrified particles of air spread them- 
selves over the positively electrified surface of the glass, and cause 
the electrification of the glass to be discharged. It is possible, 
however, that part of them may be carried round with the glass till 
they are wiped off by the rubber, though I have not been able to 
obtain experimental evidence of this. 

Thus the rotation of the machine carries the positive electri- 
fication of the surfaee of the glass from the rubber to the comb, 
and the negative electric wind of the comb either neutralizes the 
positively electrified surface, or is carried round with it to the 
rubber, so that there is a continual current of positive electricity 
kept up from the rubber to the eomb, or, what is the same thing, 
of negative electricity from the comb to the rubber, or, since the 
mode of expressing the fact is indifferent, we may, if we please, 
describe it as consisting of a positive current in the one direction 
combined with a negative current in the other the arithmetical 
sum of these two imaginaiy currents being the actual current 
observed. The action of the machine thus depends on the electri- 
fication of the surface of the glass by the rubber, the convection of 
this electrification, by the motion of the machine, to the comb and 
the discharge of the electrification by the comb, 

196.] The strength of the current produced depends on the 
surface-density of the electrification, the area of the electrified 
surface and the number of turns in a minute. 

The electromotive force of the machine is the excess of the 
potential of the eomb above that of the rubber. The most con- 
venient test of the electromotive force of an electrical machine is 
iie hngth of the sparks which it will give. 



196.] ACTION OF THE SILK FLAPS. 

During the passage of the electrified surface from tlie rubber t 
the comb it is passing from places of low to places of high potentia] 
and is therefore acted on by a, force in the diiecfcion opposite ( 
that of its motion. The work done in turning the machine there- 
fore exceeds that necessary to overcome the friction of the rubber, 
the axle, and other mechanical resistances by the electrical work 
done in can-ying the electricity from the rubber to the comb. 

At every point of its course the electricity on the surface of the 
glass plate is acted on by a force the value of which is measured 
by the rate at which the potential varies from one point to another 
of the surface. If this force exceeds a certain value it will cause 
the electrification to slide along the surface of the plate, and this 
will take place under the action of a much smaller force than that 
which is required to remove the electricity from the surface. This 
discharge along the surface of the plate may be seen when the 
electric machine is worked in a daik room, and it is evident that 
the electricity which thus flashes hack is so much lost from the 
principal current of the machine. 

In order that the machine may work to the best advantage 
this slipping back of the electricity must be prevented. The 
slipping- takes place whenever the rate of variation of the potential 
from point to point of the surface exceeds a certain value. If by 
any distribution of the electrification the rate of variation of the 
potential can be kept just below this value all the way from the 
rubber to the comb the electromotive force of the machine will have 
its highest possible value. 

In most electrical machines flaps of oiled silk are attached to 
the rubber so that as the plate revolves the electrified surface as 
it leaves the rubber is covered with the silk flap which extends 
from the rubber nearly up to the comb. These silk flaps become 
negatively electiified and therefore adhere of themselves to the 
surface of the glass. If in any part of the revolution of the plate, 
the rate of increase of the potential is so great that a slipping 
hack of the electrification occurs, the positive electricity which so 
slips back neutralizes part of the negative electrification of the 
silk flap and so raises the electric potential just behind the place 
where the slipping occurred. In this way the slope of the electric 
potential is equalized and the electromotive force of the machine is 
raised f-o its highest possible value, so as to give the longest sparks 
which a machine of given dimensions can furnish. 

When the silk flaps are removei ttve aVo^ cS. "Owj. 
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becomes much greater close to the rubber than at any other plgoe, 
the electricity slips back on the g\aB6 jiiBt as it leaves the rubber 
and very little electricity, and that at a comparatively low potential, 
reaches the comb. 

In the best machines, in which the slope of the potential is 
uniform from the rubber to the comb, the leng;th of the spark 
must depend principally on the distance between the rubber and 
the comb. Hence a machine which, like Winter's, has the rubber 
and the comb at opposite extremities of a diameter of the plate will 
give a longer spark than one from a machine whose plate has the 
same diameter but which tike Cuthbertson's has two rubbers and 
two combs, the distance between each rubber and its comb being a 
quadrant. 

0« Machineg producing Eledrifcalion hy Mechamcal Work. 

197*.] In the ordinary frictional electrical machine the work done 
in overcoming friction is far greater than that done in increasing 
the eleetriiication. Hence any arrangement by which the elec- 
triGcation may be produced entirely by mechanical work against 
the electrical forces is of scientific importance if not of practical 
value. The first machine of this kind seems to have been Nicholson's 
Revolving Donbler, described in the Philosopiieal Tranmctdoaa for 
1 788 as ' an instrument which by the turning of a Winch produces 
the two states of Electricity without friction or communication 
with the Earth.' 

198*.] It was by means of the revolving donbler that Volta 
succeeded in developing from the electrification of the pile an 
electrification capable of aSecting his electrometer. Instruments 
on the same principle have been invented independently by Mr. 
C. F. Varley*, and Sir W. Thomson. 

These instruments consist essentially of insulated conductors of 
various forms, some fixed and others moveable. The moveable 
conductoi-s are called Carriers, and the fixed ones may be called 
Inductors, Receivers, and Regenerate re. The inductors and receivers 
are so formed that when the carriers arrive at certain points in 
their revolution they are almost completely surrounded by a con- 
ducting body. As the inductors and receivers cannot completely 
surround the carrier and at the same time allow it to move freely 
in and out without a complicated aiTangement of moveable pieces, 
the instrument is not theoretically perfect without a pair of re- 
lation of Patent, Jan. 27, ISflO, No. SOS. 
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generators, which store np the Bmall amount of electricity which 
the carriers retain when they emerge from the reeeivera. 

For the present, however, we may Biippose the inductors and ' 
receivers to surround the carrier completely when it is within thei 
in wliieh case the theory is much simplified. 

We shall suppose the machine to consist of two inductors A and 
C, and of two receivers B and -0, with two carriers T' and G. 

Suppose the inductor A to be positively electrified so that its 
potential is A, and that the carrier T b within it and ia at 
potential F. Then, if Q ia the coefficient of induction (taken. 
positive) between A and F, the quantity of electricity on the caxrier 
wiUbe q{F-A). 

If the carrier, while within the inductor, is put in connexion with 
the earth, then f = 0, and the charge on the carrier will be -- Q^A, 
a negative quantity. Let the carrier be carried round till it is 
within the receiver B, and let it then come in contact with a spring 
BO as to be in electrical connexion with B. It will then, aa was 
shewn in Art. 20, become completely discharged, and will com- 
municate its whole negative charge to the receiver B. 

The carrier will next enter the inductor C, which we shall suppose 
charged negatively. "While within C it is put in connexion with 
the earth and thus acquires a positive charge, which it carries off 
and communicates to the receiver B, and so on. 

In this way, if the potentials of the inductors remain always 
constant, the receivers B and B receive successi^'e charges, which 
are the same for every revolution of the carrier, and thus every 
revolution produces an eqiual increment of electricity in the re- 
ceivers. 

But by putting the inductor A in communication with the re- 
ceiver -Z), and the inductor C with the receiver B, the potentials 
of the inductors will be continually increased, and the quantity 
of electricity communicated to the receivers in each revolution will 
continually increase. 

For instance, let the potential of A and B be V, and that of B 
and C, V, and when the carrier ia within A let the charge on A 
and C be a:, and that on the carrier ?, then, since the potential 
of the carrier is zero, being in contact with earth, its charge is 
2= — QU. The caxrier enters B with this charge and communieateB 
it to B. If the capacity of B aud C is B, their potential will be , 

changed lirom Fto ^—^^- 
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If the other carrier faaa at the same time carried a charge —Qf 
from C to B, it will chan^ the potential of A and from 1/ to 

^—~j ^> if Q' is the coefficient of induction between the carrier 

and C, and A the capacity of A and D. If, therefore, P„ and Fj, 

be the potentials of the two inductors after n half revolntionB, and 

'^■+1+ « + l half revolutions, 

«v 



If we write j;' = 



I'.*, = C. - 



^uidj« = 



I".- 



e find 




pu.„-ir.„ = (j.t7.-jr„) (1 +„) = (i.J/.-jr.) (i +«)-". . 

Hence 

''.=!''. |(i-«)"-(i+i'«)"|+''.|(i-M)"+(i+w)-f 

It appears from these equations that the quantity j)U+qF con- 
tinually diminishes, so that whatever be the initial state of elec- 
trification the receivers are ultimately oppositely electrified, so that 
the potentials of A and S are in the ratio of j to —p. 

On the other hand, the quantity pU~qV continually increases, 
BO that, however little pU may exceed or fall short of qV at first, 
the difference will be increased in a geometrical mtio in each 
revolution till the electromotive forces become so great that the 
insulation of the apparatus is overcome. 

Instruments of this bind may be used for various purposes. 

For producing a copious supply of electricity at a high potential, 
as is done by means of Mr. Varley's large machine. 

For adjusting the charge of a condenser, as in the case of 
Thomson's electrometer, the charge of which can be increased or 
diminished by a few turns of a very small ma<;hine of this kind, 
which is then called a Replenisher. 

For multiplying small differences of potential. The inductora 
may be charged at first to an exceedingly small potential, as, for 
instance, that due to a thermo-electric pair, then, by turning the 
maobine, the difference of potentials nia.y be continually multiplied 



200.] WATEB DROPPING ACCUMULATOR. 161 1 

till it becomes capable of raeasiuement by an ordinary electromefcer. 
By determining by experiment the ratio of increase of this difference 
dne to each tarn of the machine, the original electromotive force 
with which the induetora were charged may be deduced from the 
number of tnms and the final electrification. 

In most of these instruments the carriers are made to revolve 
about an axis and to come into the proper positions with respect 
to the indnctors by turning an axle. The connexions are made by 
means of springs so placed that the carriers come in contact with 
them at the proper instants. 

199*.] Sir W. Thomson* however, has constructed a machine 
for multiplying electrical charges in which the carriers are drops of 
water falling out of the inside of an inductor into an inantated 
receiver. The receiver is thus continually supplied with electricity 
of opposite sign to that of the inductor. If the inductor is electrified 
positively, the receiver will receive a continually increasing charge i 
of negative electricity. J 

The water is made to escape from the receiver by means of a 
funnel, the nozzle of which is almost surrounded by the metal of 
the receiver. The drops falling from this nozzle are therefore 
nearly free from electrification. Another inductor and receiver of 
the same construction are arranged so that the inductor of the 
one system is in connexion with the receiver of the other. The 
rate of increase of charge of the receivers is thus no longer constant, 
but increases in a geometrical progression with the time, the 
charges of the two receivers being of opposite signs. This increase 
goes on till the falling drops are so diverted from their course by 
the electrical action that they fiill outside of the receiver or even 
strike the inductor. 

In this instrument the energy of the electrification is drawn 
from that of the falling drops. 

200.] In Holtz's ' Influence -Ma chine ' a plate of varnished glasB 
is made to rotate in front of a fixed plate of varnished glass. The 
indnctors consist of two pointed pieces of card sometimes covered 
with tin foil and placed on the farther side of the fixed plate so 
that their points are at opposite extremities of a diameter. Holes 
are cut in the fixed plate opposite the points of the inductors. The 
electrodes are first put in connexion with each other and the 
machine is set in rotation. One of the inductors is then electrified, . 
either by an ordinary macliine or by an excited piece of ebonite, 
• Froe. R. S , June M, 1661 . 
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Let us sappoae it electri5ed positively. ITie comb in front of 
charged indnctor immediately begins to glow and discharges nega- 
tive electrieily against the rotating disk. This negative electrifica- 
tion is carried ronnd hy the disk to the other side where it is free 
from the influence of the positive inductor. The other indnctor 
now discharges positive electricity from its point and becomes 
itself negatively charged, and the comb of the negative electrode 
discharges positive electricity, which is carried ronnd the disk on 
the other side back to the positive electrode. In this way there 
ia kept up an electric current from the positive to the negative 
electrode. A rushing noise is beard and in the dark a glow is 
seen extending itself from the positive comb over the surface of the 
rotating disk in the direction opposite to its motion. If the elec- 
trodes are now gradually separated a succession of sparks will pass 
between them. 

Influence Machine. 

1 865. Holtz exhibited his machine to the Berlin Academy, April 

1865. 8 to 10 cm. diam. 

1866. Topler, metal indnctorsj two metal carriers on a glass 

disk. 

1867. Tdpler's multiple machine, 8 rotating disks, 32 cm. diam. 

sparks 6 to 9 cm. 

1867. Holtz with two disks rotating oppositely. 

1868. Kundt. 

Carrfi, inductor disk 38 cm. induced 49, spark 15 to 18. 

201*.] In the electrical machines already described sparks occur 
whenever the carrier comes in contact with a conductor at a 
different potential from its own. 

Now we have shewn that whenever this occurs there is a loss 
of energy, and therefore the whole work employed in turning the 
machine is not converted into electrification in an available form, 
bnt part is spent in prodacing the beat and noise of electric 
sparks. 

I have therefore thought it desirable to shew how an electrical 
machine may be constructed which is not subject to this loss of 
efficiency. I do not propose it as a iiseful form of machine, but 
as an esamplo of the method by which the contrivance called in 
heat-engines a regenerator may be applied to an electrical machine 
to prevent loss of work. 
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In the figure let A, B, C, A', B", C represent hollow fixed 
conductors, so arranged that the carrier P passes in Buecessioo 
within each of them. Of these A, A' and B, B' nearly surround the 
carrier when it is at the middle point of its passage, but C, C do not 
cover it so mach. 

We shall suppose A, B, C \a he connected with a Leyden jar 
of great capacity at potential V, and A', B", C to be connected with 
another jar at potential — V. 

P is one of the carriers moving in a circle from A to C, Sat- j 
and touching in its course cer- 
tain springs, of which a and 
a' are connected with A and A' 
respectively, and e, / are con- 
nected with the earth. 

Let us suppose that when 
the carrier P is in the middle 
of J the coefScicnt of induction 
between P and A is — A. The 
capacity of P in this position 
is greater than A, since it is not 
completely surrounded by the 
receiver ji. Let it be ^ + o. 

Then if the potential of P is f, and that of A, T, the charge 
oji P V!i\\he{A + a)U-AF. 

Now let P be in contact with the spring a when in the middle 
of the receiver A, then the potential of P is V, the same as that 
of A, and its charge is therefore a F. 

If P now leaves the spring a it carries with it the charge aV. 
As P leaves A its potential diminishes, and it diminishes still more 
when it comes within the inflaence of C", which is negatively 
electrified. 

If when P comes within C its coefficient of induction on C is 
— C, and its capacity is C + /, then, if U is the potential of P 
the charge on P is 

If cr'=ar, 

then at this point U the potential of P will be reduced to zero. 

Let P at this point come in contact with the spring / which i 
connected with the earth. Since the potential of P is equal to that 
of the spring there will he no gpark at contact. 

This conductor C, by which the caniei is &nEi<^ B6t^ft^^ ww^^gf^'*^ 
H a 
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to earth without a spark, anBvere to the contrivance called 
regenerator in heat-engines. We shall therefore call it a Re- 
generator, 

Now let P move on, etill in contact with the earth-apring e', till 

it conies into the middle of the inductor B, the potential of which 
is V. If —B is the coefficient of indaction between P and U at 
this point, then, since ^'=0 the charge on P will be —BF. 

When P moves away from the earth-spring it carries this charge 
with it. As it moves out of the positive indnctor B towards the 
negative receiver .-/' its potential will be increasingly negative. Al 
the middle of A', if it retained its charge, its potential woald b 

A'+a' ' 

and if £F ia greater than a'V its nomerical value will be greater 
than that of V. Hence there is some point before P reaches the 
middle of A' where its potential is — F'. At this point let it come 
in contact with the negative receiver-spring a'. There will be no 
spark since the two bodies are at the same potential. Let P move 
on to the middle of A', still in contact with the spring, and therefore 
at the same potential with A'. During this motion it communicates 
a negative charge to A'. At the middle of A' it leaves the spring 
and carries away a charge —a'F' towards the positive regenerator 
C, where its potential is reduced to zero and it touches the earth- 
spring e. It then slides along the eai'th-spring into the negative 
inductor B', during which motion it acquires a positive charge B'F' 
which it finally communicates to the positive receiver A, and the 
cycle of operations is repeated. 

During this cycle the positive receiver has lost a charge a^and 
gained a charge B'F'. Hence the total gain of positive electricity 
is BT-aF. 

Similarly the total gain of negative electricity is BF—a'V. 

By making the inductors so as to be as close to the surface of 
the carrier as is consistent with insulation, B and IB may be made 
large, and by making the receivers so as nearly to surround the 
carrier when it is within them, a and u may be made very small, 
and then the charges of both the Leyden jars will be increased intj 
every revolution. 

The conditions to be fulfilled by the regenerators are 
aF'=aF, and Cr=a'F'. 

Since a and a' are small the regenerators do not require to 1 
either large or very close t 
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Coidomffs Torgion Balance. 

202 *.] A great number of the experiments by whicb Coulomb 
established the fundamental laws of electricity were made by mea- 
suring the force between two small spheres charged with electricity, 
one of which was fixed while the other was held in equilibrium by 
two forces, the electrical action between the spherea, and the 
torsional elasticity of a glase fibre or metal wire. 
■ Tbe balance of torsion consists of a horizontal arm- of gum-lac, 
suspended by a fine wire or glass fibre, and carrying at one end a 
little sphere of elder pith, smoothly gilt. The Buspension wire is 
fastened above to tbe vertical axis of an arm which can be moved 
round a horizontal graduated circle, so as to twist the upper end 
of the wire about its own axis any number of degrees. 

The whole of this apparatus is enclosed in a ease. Another little 
sphere is so mounted on an insulating stem that it can be charged 
and introduced into the case through a hole, and brought so that 
its centre coincides with a definite point in the horizontal circle 
described by the suspended sphere. The position of the suspended 
sphere is ascertained by means of a graduated circle engraved on 
the cylindrical glass case of the instrument. 

Now suppose both spheres charged, and the suspended sphere 
in equilibrium in a known position such that the torsion-arm nrnkes 
an angle 6 with the radius through the centre of tbe fixed sphere. 
The distance of the centres is then 2 a sin 40, where a is tbe radius 
of the torsion-armj and if ^ is the force between the spheres the 
moment of this force about the axis of torsion is Fa cos ^0. 

Let both spheres be completely discharged, and let the torsion- 
arm now be in equilibrium at an angle ^ with tbe radius through 
the fixed sphere. 

Then the angle through which the electrical force twisted the 
torsion-arm must have been 6—<p, and if 3/" is the moment of 
the toi-sional elasticity of tbe fibre, we shall have the equation 
FacoB\0 = M{6~^). 

Hence, if we can ascei'tain M, we can determine F, the actual 
force between the spherea at the distance 2 a sin \8, 

To find M, the moment of torsion, let / be tbe moment of inertia 
of the torsion-arm, and T the time of a double vibmtion of the arm 
under the action of tbe torsional elasticity, then 

M= - ^ 
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In all eleftrotnck'rs it is of tho greatest imjioi-tance U 
what force we are measuring. The force acting on the eoBpendi 
sphere is due partly tiO the direct action of the fixed sphere, 1 
partly also to the electrification, if any, of the sides of the case. 

If the case is made of glass it is impossihle to determine the 
elcetrifi cation of its surface othernnao than hy very difficult mea- 
Borements at every point. If, however, either the ease is made 
of metal, or if a metallic case which almost completely encloses the 
apparatus is placed as a screen between the spheres and the glass 
case, the electrification of the inside of tho metal screen will depend 
entirely on that of the spheres, and the electrification of the glass 
(aee will have no influence on the spheres. In this way we may 
avoid any indcllniteness due to the action of the case. 

To illustrate this hy an example in which we, can calculate all 
the effects, let qb suppose that the case is a sphere of radius 6, 
that the centre of motion of the torsion-arm coincides with the 
centre of the sphere and that its radius is a ; that the charges on 
the two spheres are E^ and E, and that the angle between their 
positions is 8 ; that the fixed sphere is at a distance a, from the 
centre, and that r is the distance between the two small spheres. 

Neglecting for the present the effect of induction on the dis- 
tribution of electricity on the small spheres, the force between 
them will be a repulsion 

EE. 



and the moment of this force round i 
centre will be 



jrtical axis through th( 



The image of E^ due to the spherical surface of the case is a poifl 

in the same radius at a distance — with a charge —Ei— , and 

moment of the attraction between E and this image about the 
of anspension is 



EE^-~ 
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If b, the radius of the spherical case, is large compared with ft I 
and a^, the distances of the spheres from the centre, we may neglect 1 
the second and third terms of the factor in the denominator. The! 
whole moment tending to turn the torsion-arm may then be written 1 



EE,a 



is 
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Eleeirometers for iht Meamrement of PolentiaU. 

203*.] In all electrometers the moveable part is a body chargeffl 
with electricity, and its potential is different from that of certaial 
of the fixed parts round it. When, as in Coulomb's method, an ' 
insulated body having a certain charge is used, it is the charge 
Vhich is the direct object of measurement. We may, however, 
connect the balls of Coulomb's electrometer, by means of fine wires, 
with different conductors. The charges of the balls will then 
depend on the values of the potentials of these conductors and on 
the potential of the case of the instrument. The charge on each 
ball will be approximately equal to it.a radius multiplied by the 
excess of its potential over that of the case of the instrument, 
provided the radii of the balls are small compared with their 
distances from each other and from the sides or opening of the tl 
case. 1 

Coulomb's form of apparatus, however, is not well adapted for j 
measurements of this kind, owing to the smallness of the force 
between spheres at the proper distances when the difference ( 
potentials is small. A more convenient form is that of the j 
Attracted Disk Electrometer, The first electrometers on this 
principle were constructed by Sir W. Snow Harris*. They Lave j 
since been brought to great perfection, both in theory and con- 
atraction, by Sir W. Thomson f. 

When two disks at different potentials are brought face to face \ 
with a small interval between them there will be a nearly uniform 
electrification on the opposite faces and very little electrification 
on the backs of the disks, provided there are no other conductors 
or electrified bodies in the neighbourhood. The charge on the ■ 
positive disk will be approximately proportional to its area, and to I 
the difierence.of potentials of the disks, and inversely as the distance I 

• Fhil. Trans. 183*. 
+ SaB HD eioellent report 
SrtfuA Auo^wn, Dandee, 



a ElectrometorB by Sir W. Thoinijon. Brporl oj Ihe 
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between them. Hence, by mating the areas of the disks large 
and the distance between them small, a small difference of potential 
may give rise tj) a measnrable force of attraction. 

204*.] The addition of the guard-ring to the attracted disk is 
one of the chief improTements which Sir W, Thomson has made 
on the apparatus. 

Instead of suspending the whole of one of the disks and deter- 
mining the force acting upon it, a central portion of the disk is- 
separated from the rest to form the attracted disk, and the outer 
ring forming the remainder of the disk is fixed. In this way 1 




Fig. iS- 



force is meaaured only on that part of the disk where it is moat 
regular, and the want of uniformity of the electrification near the 
edge is of no importance, as it occurs on the guard-ring and not 
on the suspended part of the disk. 

Besides this, by connecting the gnard-ring with a metal ease 
surrounding the back of the attracted disk and all its suspending 
apparatus, the electrification of the back of the disk is rendered 
impossible, for it is part of the inner surfece of a closed hollow 
conductor all at the same potential. 

Thomson's Asbolute Electrometer therefore cousistB essentiaUy 
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of two parallel plates at different potentials, one of wkich is made 
HO that a certain area, no part of which is near tbe edge of the 
plat-e, is moveable under the action of electric force. To fix our 
ideas we may suppose the attracted disk and guard-ring uppermost. 
The fixed disk is horizontal, and ia mounted on an insulating stem 
which has a measurable vortical motion given to it by means of 
a micrometer screw. The guard-ring is at least as large as the 
fixed disk ; its lower surface is truly plane and parallel to the fixed 
disk. A delicate balance is erected on the guard-ring to which 
is suspended a light moveable disk which almost fills the circular 
aperture in the guard-ring without rubbing against ita sides. The 
lower surface of the suspended disk must be truly plane, and we 
must have the means of knowing when its plane coincides with that 
of the lower surface of the guard-ring, so as to form a single plane 
interrupted only by the narrow interval between the disk and its 
guard-ring. 

For this purpose the lower disk is screwed up till it is in contact 
with the guard-ring, and the suspended disk is allowed to rest 
upon the lower disk, so that its lower surface ia in the same plane 
as that of the guard-ring. Its position with respect to the guard- 
ring is then ascertained by means of a system of fiducial marks. 
Sir W. Thomson generally uses for this purpose a black hair 
attached to the moveable part. This hair moves up or down jnst 
in front of two black dots on a white enamelled ground and is 
viewed along with these dots by means of a piano convex lens with 
the plane side next the eye. If the hair as seen through the lens 
appears straight and bisects the interval between the black dots 
it is said to be in its sighted position, and indicates that the sus- 
pended disk with which it moves is in its proper position as regards 
height. The horinontality of the suspended disk may be tested by 
comparing the reflexion of part of any object from its upper surface 
with that of the remainder of the same object from the upper 
surface of the guard-ring. 

The balance is then arranged so that when a known weight is 
placed on the centre of the suspended disk it is in equilibrii 
in its sighted position, the whole apparatus heing freed from 
electrification by potting every part in metallic communication. 
A metal case is placed over the guard-ring so as to enclose the 
balance and suspended disk, sufficient apertorea heing left to 
the fiducial marks, 

Jlie guard-ring, case, and suspended &:&. Kie ^ '"ov 
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C'Omtuunication with each other, but are ineolated from the other 
|»arts of the apparatus. 

Now let it be required to measaro the difference of potentials 
of two conductors. The conductors are put in communication with 
the upper and lower disks respectively by means of wires, the 
weight is taken off the suspended disk, and the lower disk is 
moved up by means of the micrometer screw till the electrical 
attraction brings the suspended disk down to its sighted position. 
We then know that the attraction between the disks is equal to 
the weight which brought the disk to its sighted position. 

If T be the numerical valua of the weight, and g the force of 
gravity, the force is Wg, and if i is the area of the suspended 
disk, D the distance between the disks, and V the difference of the 
potentials of the disks, 

If the suspended disk is circular, of radius S, and if the radins 
the aperture of the guard-ring is S, then 

A = 4i(-«'+s")*, .md r= m ^-^||^. 



I 



* Let uB denote tLe radius of the imepended disk by S, and that of tlie apertare of 
tlie guard ring by S, tlien tlie breadth of the annular interval lietweeu the disk and 
the ring will be fi - R -R. 

If the diatani^e between the suspended disk and the large fixed disk is D, and the 
difference of potentials between these disks is F, then [ace Hecfrwif^ and MagneUna, 
Art. 201) the quantit; of electricitj on the Buapeuded disk will be 
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- 0.220636 {R'-B). 



If the surface of the guard-ring is not exactly in the plane of tLe Burfaoe of 
the BUepended diek, let us suppose that the distance between the fixed disk and 
the guard-ring ie not D bat Dti^ D', iiieD^aee Elf ctricity end Magsefiam.&Ti. 225) 
there will be an additional charge of electricity near the edge of the disk oa 
account of ita height z above the general eurtace of the guard-ring. The whole 
charge in this oa>e ia therefore '^^ 
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205*.] Since there is always some ancertainty in determining the 
micrometer reading corresponding to 2) — 0, and since any error 
in the position of the suspended disk is most important when D 
is small, Sir W. Thomson prefers to make ali his measurements 
depend on differences of the electromotive force V. Thus, if Fand 
" are two potentials, and I) and 1/ tho corresponding distances, 

w 



■ r-T' = {j)-ir)^'- 



For instance, in order to measure the electromotive force of a 
galvanic batt^iy, two electrometers are used. 

By means of a condenser, kept charged if necessary by a re- 
plenisher, the lower disk of the principal electrometer is maintained 
at a constant potential. This is tested by connecting the lower 
disk of the principal electrometer with the lower disk of a secondary 
electrometer, the suspended disk of which is connected with the 
earth. The distance between the disks of the secondary elec- 
trometer and the force required to bring the suspended disk to 
its sighted position being const-ant, if we raise the potential of the 
condenser till the secondary electrometer is in its sighted position, 
we know that the potential of the lower disk of the principal 
electrometer exceeds that of the eaith by a constant quantity which 
we may call V. 

If we now connect the positive electrode of the battery to earth, 
and connect the suspended disk of the principal electrometer to the 
negative electrode, the difference of potentials between the disks 
will be ^ + u, if u is the electromotive force of the batteiy. Let 
]) be the reading of the micrometer in this cape, and let 1/ be the 
reading when the suspended disk is connected with earth, then 



.(D-iy)^'sK. 



In this way a small electromotive force v may be measured 
by the electrometer with the disks at conveniently measurable 
distances. When the distance is too smalt a small change of 
absolute distance makes a great change in the force, since the 

wlicre E — radiaB of suspended diak, 

Jf' = radius of aperture in the guord-iing, 
D = distance between filed and Buapendeii disks, 
Tf — distance between filled disk and guu'd-ring, 
a = 0.220635 fff-fi). 
When a is amOiIl compared with D we may neglect ttue acaaiii 'i*mi, 
jy — i> is small we may neglect the last term. 
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Tu Meatiire (he PoieHtial at ani/ Point in the Air. 

207*.] Fimt Mefhoih Place a sphere, whose radiuB is small com- 
jiared with the distance of electrified conductors, with its centre 
at the given point. Connect it hy meaas of a fine wire with the 
earth, then insulate it, and carry it to an electrometer and ascertain 
the total charge on the sphere. 

Then, if /' be the potential at the g^iven point, and a the 
radius of the 8])here, tlie charge of the sphere will he — fa ^ Q, 
and if V be the potential of the sphere as measured by an 
electrometer when placed in a room whose walls are connected 
with the earth, then Q = fa^ 

whence V+ T' = 0, 

or the potential of the air at the point where the centre of the 
Kjihere was placed is equal but of opposite sign to the potential of 
the sphere after being connected to earth, then insulated, and 
brought into a room. 

This method had been employed by M, Delmann of Creuznaeh in 
measuring the potential at a certain height above the earth's 
sarfe.ee *, 

Second Method. We have supposed the sphere placed at the 
given point and first connected to earth, and then insulated, and 
carried into a space surrounded with conducting matter at potential 

Now let us suppose a fine insulated wire carried from the elec- 
trode of the electrometer to the place where the potential is to 
be measured. Let the sphere be first discharged completely. This 
may be done by patting it into the inside of a vessel of the same 
metal which nearly surrounds it and making it touch the vessel, 
Now let the sphere thus discharged be carried to the end of the 
wire and made to touch it. Since the sphere is not electrified it 
will be at the potential of the air at the place. If the electrode 
wire is at the same potential it will not be afiected by the cont-aet, 
but if the electrode is at a different potential it will by contact 
with the sphere be made nearer to that of the air than it was 
before. By a succession of such ojierations, the sphere being 
alternately discharged and made to touch the electrode, the poten- 
tial of the electrode of the electrometer will continually approach 
that of the air at the given point. 

* [Compare Art. 60.] 
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208*.] To measure the potential of a conductor without touching 
it, we may measure the potential of the air at any point in the 
neighbourhood of the conductor, and calculate that of the conductor 
from the result. If there be a hollow nearly surrounded by the 
conductor, then the potential at any point of the air in this hollow 
will be very nearly that of the conductor. ^ 

In this way it has been ascertained by Sir W. Thomson that if 
two hollow conductors, one of copper and the other of zinc, are 
in metallic contact, then the potential of the air in the hollow 
surrounded by zinc is positive with reference to that of the aii* in 
the hollow surrounded by copper. 

Third Method* If by any means we can cause a succession of 
small bodies to detach themselves from the end of the electrode, 
the potential of the electrode will approximate to that of the sur- 
rounding air. This may be done by causing shot, filings, sand, or 
water to drop out of a funnel or pipe connected with the electrode. 
The point at which the potential is measured is that at which 
the stream ceases to be continuous and breaks into separate parts 
or drops. 




209*.] In the present state of electrical science, the deten 
nation of the electric resistance of a conductor may be considered 
as the cardinal operation in electricity, in the same sense that the 
determination of weight is the cardinal operation in chemistry. 

The reason of this is that the determination in absolute measure 
of other electrical magnitudes, such as quantities of electricity, 
electromotive forces, currents, &c., requires in each case a com- 
plicated series of operations, involving generally observations of 
time, measurements of distances, and determinationa of moments 
of inertia, and these operations, or at least some of them, must be 
repeated for every new determination, because it is impossible to pre- 
serve a unit of electricity, or of electromotive force, or of current, iu 
an unchangeable state, so as to be available for direct comparison. 

But when the electric resistance of a properly shaped conductor 
of a properly chosen material has been once determined, it is found 
that it always remains the same for the same temperature*, so that 
the conductor may be used as a standard of resistance, with which 
that of other conductors can be compared, and the comparison of 
two resistances is an operation which admits of extreme accuracy. 

"When the unit of electrical resistance has been fixed on, material 
copies of this unit, in the form of ' Resistance Coils,' are prepared 
for the use of electricians, so that in every part of the world 
electrical resistances, may be expressed in terms of the same unit. 
These unit resistance coils are at present the only examples of 
material electric standards which can be preserved, copied, and used 
for the purpose of measurement. Measures of electrical capacity, 
which are also of great importance, are still defective, on account 
of the disturbing influence of electric absorption. 

210*.] The unit of resistance may be an entirely arbitrary one, 
as in the case of Jacobi's Etalon, which was a certain copper 
from eaaj to find a material 
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wire of 22-4!)32 grammes weight, 7'C1975 metres length, and 0-667 
millimetres diameter. Copies of this have heen made by Leyaer of 
Leipsig, and are to be found in different places. 

According to another method the unit may be defined as the 
resistance of a portion of a definite substance of definite dimensions. 
Thus, Siemens' unit is defined as the resistance of a column of 
mercury of one metre long, and one square millimetre section, at 
the temperatnre O^C. 

211*.] Finally, the unit may be defined with reference to the elec- 
trostatic or the electromagnetic system of units. In practice the elec- 
tromagnetic system is used in all telegraphic operations, and therefore 
the only systematic units actually in use are those of this system. 

In the electromagnetic system a resistance is a quantity homoge- 
neous with a velocity, and may therefore be expressed as a velocity. 

212*.] The first actual measurements on this system were made 
by Weber, who employed as his unit one millimetre per second. 
Sir W. Thomson afterwards used one foot per second as a unit, 
but a large number of electricians have now agreed to use the 
unit of the British Association, which professes to represent a 
resistance which, expressed as a velocity, is ten millions of metres 
per second. The magnitude of this unit is more convenient than 
that of Weber's unit, which is too small. It ia sometimes referred 
to as the B.A. unit, but in order to connect it with the nam.e of 
the discoverer of the laws of resistance, it is called the Ohm. 

213*.] To recollect its value in absolute measure it is useful 
to know that ten millions of metres is professedly the distance 
from the pole to the equator, measured along the meridian of Paris. 
A body, therefore, which in one second travels along a meridian 
from the pole to the equator would have a velocity which, on the 
electromagnetic system, is professedly represented by an Ohm. 

I Bay professedly, because, if more accurate researches should 
prove that the Ohm, as constructed from the British Association's 
material standards, is not really represented by this velocity, elec- 
tricians would not alter their standards*, but would apply a cor- 
rection. In the same way the meti'e is professedly one ten-millionth 
of a certain quadrantal arc, but though this is found not to be 
exactly true, the length of the metre has not been altered, but the 
dimensions of the earth are expressed by a less simple number. 

According to the system of the British Association, the absolute 
value of the unit is orighially cJiosen so as to represent as nearly 

lectricioiiB have Bcaroely acted np to this prininY\o \Q 'Jae ■cfAooa lA ■Soa^^^^^J 
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[214'. 

as poeeible a quaotity derived from the electromagnetic abeoliite 
system. 

214*.] When a mftterial anit representiiig this abstiaet qtuntity 
has been made, other standards are constructed by copying this anit, 
B pnxiesa capable of extreme acconcy — of much grefiter acGUincy 
than, foi instance, the copying of foot-rules from a standard foot. 

These copiee, made of the most permanent materials, are dis- 
tributed over all parts of the world, so that it is not likely that 
any difficulty will be found in obtaining copies of them if the 
original standards should be lost. 

But such units an that of Siemens can withont very great 
laljour be reconstructed with considerable accuracy, bo that aa the 
relation of the Ohm to Siemens unit is known, the Ohm can be 
reproduced even without having a standard to copy, though the 
labour is much greater and the aeeuracy 
much less than by the method of copying. 
Finally, the Ohm may be reproduced by 
the electromagnetic method by which it 
wafi originally determined. Tliis method, 
which is considerably more laborious than 
the determination of a foot from the seconds 
pendulum, is probablj' inferior in accuracy 
to that last mentioned. On the other hand, 
the determination of the electromagnetic 
unit in terms of the Ohm with an amount 
of accuracy corresponding to the progress 
of electrical science, is a most important 
physical research and well worthy of being 
repeated. 

The actual resistance coils constructeid 
to represent the Ohm were made of an 
alloy of tvi-o ports of silver and one of pla- 
tinum in the form of wires from -5 milli- 
metres to -8 millimetres diameter, and from 
one to two metres in length. These wires 
were soldered to stout copper electrodes. The wire itself was 
covered with two layers of silk, imbedded in solid paraffin, and 
enclosed in a thin brass case, so that it can be easily brought to 
a temperature at which its resistance is accurately one Ohm, 
This temperature is marked on the insulating support of the coil. 
(See Fig. 44.) 




Fig. U. 
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On the Forms of Itesisf-ance Coile. 

215*.] A Kegistanoe Coil ia a conductor capable of being easily 
placed in the voltaic circuit, eo as to introduce into the circuit 
a known reeistance. 

The electrodes or enda of the coil must l>e such that no appre- 
ciable error may arise from the mode of making the connexions 
For resistances of considerable magnitude it is sufficient that the 
electrodes should be made of stout copper wire or rod well amal- 
gamated with mercury at the enda, and that the ends should be 
made to press on flat amalgamated copper surfaces placed in 
mercury cups. 

For very great resistances it is sufficient that the electrodes 
should be thick pieces of braes, and that the connexions should 
be made by inserting a wedge of brass or copper into the interval 
between them. This method ia found very convenient, 

The resistance coil itself consists of a wire well covered with 
silk, the ends of which are soldered permanently to the elec- 
trodes. 

The coil must be so arranged that its temperature may be easily 
observed. For this purpose the wire is coiled on a tube and 
covered with another tube, so that it may be placed in a vessel 
of water, and that the water may have access to the inside and the 
outside of the coil. 

To avoid the electromagnetic effects of the current in the coil 
the wire is first doubled back on itself and then coiled on the tube, 
BO that at every part of the coil there are equal and opposite 
currents in the adjacent parts of the wire. 

When it ia desired to keep two coils at the same temperature the 
wires are sometimes placed side by side and coiled up together. 
This method is especially useful when it is more importent to 
secure equality of resistance than to know the absolute value of 
the resistance, as in the case of the equal arms of Wheatetone's 
Bridge {Art. 221). 

"When measurements of resistance were first attempted, a resist- 
ance coil, consisting of an uncovered wire ooHed in a spiral groove 
round a cylinder of insulating material, was much used. It 
called a Rheostat. The accuracy with which it was found possible 
to compare resistances was soon found to be inconsist-ent with 
use of any instrument in which the contacts are not more perfect 
than Cjui bg obtained in the rheostat. Tt^e x\iewha.\>,V<s>K«M'iit 
■&% 
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still used for adjusting^ the resiatoDce where accurate measurement 
ia not required. 

Resistance coils are generally miule of those metals whose resiet- 
ance is greatest and which vary least with temperatnre. German 
silver fulfils these conditions very well, bnt some specimena are 
found to change their properties during- the lapse of years. Hence 
fnr standard coils, several pure metals, and also an alloy of platinoia 
and silver, have been employed, and the relative resistance of these 
during Beveial years has been found constant up to the limits of 
modern accuracy*. 

216*.] For very great resistances, suet as several millions of 
Ohms, the wire must be either very long or very thin, and the 
construction of the coil is expensive and difficult. Hence tellurium 
and selenium have been pi-oposed aa materials for constructing 
standards of great resistance. A very ingenious and easy method 
of construction has been lately proposed by Phillips f. On a piece 
oF ebonite or ground glass a fine pencil-line is drawn. The ends 
of this filament of plumbago are connected to metallic electrodes, 
and the whole is then covered with insulating varnish. If it 
should be fonnd that the resistance of such a pencil-line remains 
constant, this will be the best method of obtaining a resistance of 
several millions of Ohms. 

317*.] There are variona arrangements by which resistance coils 
may be easily introduced into a circuit. 

For instance, a series of coils of which the resistances are i, 2, 
4, 8, 16, &c., arranged according to the powers of 2, may be placed 
in a box in series. 




The electrodes consist of stout brass plates, 
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outside of the bos that by insertiin^ a braes plug or wedge between 
two of them aa a ebunt, the resistance of the corresponding coil 
may be put out of the circuit. This aiTangement was introduced 
by Siemens. 

Each interval between the electrodes is marked with the resist- 
ance of the corresponding coil, so that if we wish to make the 
resistance box equal to 107 we express 107 in the binary scale as 
64 + 32 + 8 + 2 + 1 or UOlOll. We then take the plugs out of 
the holes con'esponding to 64, 32, 8, 2 and 1, and leave the plugs 
in 16 and 4. 

This method, founded on the binary scale, is that in which the 
smallest number of separate coils is needed, and it is also that i 
which can be most readily tested. For if we have another coil \ 
equal to 1 we can test the equality of 1 and l', then that of 1 + 1 
and 2, then that of 1 + l'+ 2 and 4, and so on. 

The only disadvantage of the arrangement is that it required 
a familiarity with the binary scale of notation, which is not , 
generally possessed by those accustomed to express every numbei^ 
in the decimal scale. 

218*.] A box of resistance coils may be arranged in a dififerent 
way for the purpose of mea- 
suring conductivitiea instead of 




Fig. 46. 



The coils are placed so that 
one end of each is connected 
with a long thick piece of 
metal which forma one elec- 
trode of the box, and the other 
end is connected with a stout piece of brass plate as in the former 
case. 

The other electrode of the bos is a long brass plate, such that 
by inserting brass plugs between it and the electrodes of the coila 
it may be connected to the first electrode through any given set of 
coils. The conductivity of the box is then the sum of the con- 
ductivities of the coils. 

In the figure, in which the resistances of the coils are 1, 2, 4, &c., 
and the plugs are inserted at 2 and 8, the conductivity of the hoi 
is J + i = f , and the resistance of the box is therefore | or 1 -6. 

This method of combining resistance eoila for the measurement 
of fractional resistances was introduced by Sir W. Thomson under 
th« name of the method of multiple area. (^See &-■«.. '\^'*^,. 
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On lie Compariton of Re*i»iances. 

219*.] If E is the electromotive force of a battery, and R the 
resietance of the batteiy and ite connexions, including the galvan- 
ometer used in measuring the current, and if the strength of the 
current is / when the battery connexions are closed, and /, , /^ 
when additional resistances r-^, r^ are introduced into the cii-coit, 
then, by Ohm's Law, 

E=m = I^ {R-\-r^) = /,(fi + r,). 

Eliminating E, the electromotive force of the battery, and R 
the resiBtanee of the battery and its connexions, we get Ohm's 
formula ^ {/- /,) ^ 

This method requires a measurement of the ratios of J, /j and I^, 
and this implies a galvanometer graduated for absolnte mea- 



If the resistances r^ and r^ are equal, then /j and 7^ are equal, 
and we can test the equality of currents by a galvanometer which 
is not capable of determining their ratios. 

But this is rather to be taken as an example of a faulty method 
than as a practical method of determining resistance. The electro- 
motive force E cannot be maintained rigoronsly constant, and the 
internal resistance of the battery is also exceedingly variable, so 
that any methods in which these aie assumed to be even for a short 
time constant are not to be depended on. 

220*.] The comparison of resistances can be made with extreme 




accuracy by either of two methods, in which the result is : 
dependent of variationB of B and £. 
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The first of these methods depends on tlie use of the difierential 
galvanometer, an instrument in which there are two coils, the 
currents in which are independent of each other, so that when 
the currents are made to flow in opposite directions they act in 
opposite directions on the needle, and when the ratio of these 
currents is that of la to « they have no resultant eflect on the 
galvanometer needle. 

Let /[, Z, be the currents through the two coils of the galvan- 
ometer, then the deflexion of the needle may be written 

Now let the battery current / be divided between the coils of 
the galvanometer, and let resistances A and B be introduced into 
the first and second coils respectively. Let the remainder of the 
resistance of the coils and their connexions be a and ^ respect- 
ively, and let the resistance of the battery and its connexions 
between C and 7) be r, and its electromotive force £. 

Then we find, by Ohm's Law, for the difference of potentials 
between C and D, 

C-D = I^{A + a) = I^{B + ^) = E-Ir, 
and since 7^ + /^ = -^< 

^B+& A + a. A + a + B+l 



Ty = I. 



where B = {A-\-a){B + ^) + r{A + a^B + ^), 

The deflexion of the galvanometer needle is therefore 

and if there is no observable deflexion, then we know that the 
quantity enclosed in brackets cannot differ from zero by more than 
a certain small quantity, depending on the power of the battery, 
the snitablenees of the arrangement, the delicacy of the j 
ometer, and the accuracy of the observer. 

Suppose that B has been adjusted so that there is no apparent 
deflexion. 

Now let another condnctor A' be substituted for A, and let A' be 
adjusted till there ia no apparent deflexion. Then evidently to a 
first approximation A'= A. 

To ascertain the degree of accnracy of this estimate, let the 

tewd qaantitiea in the second obaervation he a 
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iA'+a) = p'. 



Hei 



n(A'-J) = 



^. 



If B and 5', instead of being both apparently zero, had been only 

obsen'ed to be e(|ual, tlien, unless we also could aHsert that is' ^= E', 
the right-hand aide of the equation mig'ht not be zero. In fact, tbe 
method would be a mere modification of that already described. 

The merit of the method consiBts in the fact that the thing 
observed in the abgence of any deflexion, or in other words, the 
method is a Null method, one in which the non-existence of a force 
is asserted from an observation in which the force, if it had been 
different from zero by more than a certain small amount, would 
have produced an observable effect. 

Null methods are of great value where they can be employed, 
but they can only bo employed where we can cause two equal and 
opposite quantities of the same kind to enter into the experiment 
together. 

In the case before ne both 8 and 8' are quantities too small to be 
observed, and therefore any change in the value of S will not affect 
tlie accuracy of the result. 

The actual degree of accuracy of this method might be ascer- 
tained by taking a number of observations in each of which A' 
is separately adjusted, and comparing the result of each observation 
with the mean of the whole series. 

But by putting A' out of adjustment by a known quantity, as, 
for instance, by inserting at J or at £ an additional resistance 
equal to a hundredth part of A or of B, and then observing 
the resulting deviation of the galvanometer needle, we can estimate 
the number of degrees corresponding to an error of one per cent. 
To find the actual degree of precision we must estimate the smallest 
deflexion which could not escape observation, and compare it vrith 
the deflexion due to an error of one per cent. 

*If the comparison is to be made between A and £, and if the 
positions of A and _B are exchanged, then the second equation 
becomes 
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B taken from Weber'a 
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If m and ;?, A and .5, a and /3 are approximately equal, tlien 

^-'' = sit' <''+°H'*+°+="' (»-*')■ 

Here 6 — 6' may be taken to be the smallest observable deflexion 
of the galvanometer. 

If the galvanometer wire be made longer and thinner, retaining I 
the same total mass, then n will vary as the length of the wire 
and a ae the square of the length. Hence there will be a minimum 



a = \{A^r)'^^\- 



4(J4 



If we suppose r, the battery reeistanee, small compared with A, 
this givea a = ^A\ 

or, ike reinstance of each coil of the galvanometer should be one-third 
of /he reii»tance to be measured. 

We then find „ , » ^' ,, .-i 

If we allow the current to flow through one only of the ooils 
of the galvanometer, and if the deflexion thereby produced is A 
(supposing the deflesion strictly proportional to the deflecting 
force), then 

~ J + a + r ~^~A ^ ^ ~ ^^"-g- 



Hence 



B-A 2 8-6' 



In the differential galvanometer two currents are made to 
produce equal and opposite effeets on the suspended needle. The 
force with which either current acta on the needle depends not 
only on the strength of the current, but on the position of the 
windings of the wire with respect to the needle. Hence, unless 
the coil is very carefully wound, the ratio of m to n may ( 
when the position of the needle is changed, and therefore i 
neceasary to determine this ratio by progei metWAa 4sscm% » 
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course of cxperimenla if any alteration of the position of the needle 
ia suspected. 

The other nuU method, in which Wheatstcne's Bridge ie need, 
reqiiirpB only an ordinary galvanometer, and the oliserved zero 
deflexion of the needle ia due, not to the opposing action of two 
currents, but to the non-existence of a current in the wire. Hence 
we have not merely a null deflexion, but a null current as the 
phenomenon observed, and no errors can arise from want of 
regularity or change of any kind in the coils of the galvanometer. . 
The galvanometer ia only required to be sensitive enough to detect 
the existence and direction of a current, without in any way 
determining ita value or comparing its value with that of another 
current- 
SSI*.] Wheatatone'a Bridge consists essentially of six conductors 
connecting four points. An electromotive 
force E ia made to act between two of the 
points by meana of a voltaic battery in- 
troduced between B and C. The current 
between the other two points and A is 
measured by a galvanometer. 

Under certain circumstancea this current 
becomea zero. The conductors BC and OA 
are then said to be coJijugale ia each other, 
1 certain relation between the resiatances of the 
other four conductors, and this relation is made use of in meaanruig 
reaiBtancea, 

If the current in OA is zero, the potential at must be equal 
to that at A. Now when we know the potentials at B and C we 
can determine those at and A by the rule given at Art. 157, 
provided there is no current in OA, 

, _ By + C0 _ B b + Cc 

/3 + y ' 6 + c ' 

whence the condition is iff = cy, 

where b, c, /3, y are the resistances in CA, AB, BO and OC i 
spectively. 

To determine the degree of accuracy attainable by thia method 
we must ascertain the strength of the current in OA when this 
condition ia not fulfilled exactly. 

Let A, B, C and be the four points. Let the currenta along 
BC, CA and AB be x, y and z, and the resistaneea of these 
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condnctors a, b and e. Let the currents along OA^ OB and OC be 
f. f, f. ai^d the resistances a, fi and y. Let an electromotive force 
E act along BC. Required the current f along OA. 

Let the potentials at the points A, B, C and be denoted by 
the Bjmbols A, B, C and 0. The equations of conduction are 
ax=B-C + £, a$= 0-A, 

b^=C-A pr,= 0-B, 

CZ = A~B yC= 0~C; 

with the equations of continuity 

r, + Z—X = 0, 

i+te-y= 0. 
By considering the Bysteni as made up of three circuits OBC, 
OCA and OAB in which the currents are x, y, £ respectively, and 
applying Kirchhoff's rule [Art. 158] to each cycle, we eliminate the 
values of the potentials 0, A, B, C, and the currenta f, ?j, Q and 
obtain the following equations for x, y and z, 

(<H-/3 + y)a!-yy ~^z = E, 

~ym +(b + y + a)y — az = 0, 

~^x -ay +(c + a + ;3)^ = 0. 

Hence J if we pnt 



D = 



i + /3 + y 



f=|('.^- 



and 



i + 7)('' + i8) + a(i + c + ^ + y)}. 



223*.] The value of B may be expressed in the symmetrical form, 
i) = a(5c + ie(/3 + y) + OT{y+a) + oi(a + ;3) + (a + « + c)((3y + yft + a3) 
or, since we suppose the battery in the conductor a and the 
galvanometer in o, we may put B the battery resistance for a and 
Q the galvanometer resistance for a. We then find 
lJ=BG{b + c-i-^ + y) + ]m + y)(e + j)) 

+ e(J + c)(/S + y) + fc(B + y) + /3y{S + c). 
If the electromotive force E were made to act along OA, the 
r^eiebHice pf OA being still a, and if the gaVBaaoxaftW^ -wsa^ "-^aiRjA^ 



he 

ad ^H 

be ^H 
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in HC, the resistanco of £C being still a, then the value of J) would 
remain the same, and the current in SC due to the electromotr 
force H acting along OA would be equal to the current in OA di 
to the electromotive foree H acting in BC. 

But if we Bitnply disconnect the battery and the galvanometer, 
and without altering tlieir respective resiatances connect the battery 
to and A and the galvanometer to £ and C, then in the value o£, 
D we must exchange the \'alues of B and C, If If be the value tA 
D after this exchange, we find I 

D-zc = (e-_s)((j+.)0+y)-(4+,)(fl+.)i, 
= (ii-e) 1(4-/3) (6-,)). 

Let us suppose that the reaietance of the galvanometer is greaten 
than that of the battery. I 

Let us also suppose that in its original position the galvanometea 
connects the junction of the two conductors of least resistance ^, J 
with the junction of the two conductors of greatest resistance b, A 
or, in other words, we shall suppose that if the quaatitiea b, c, y, m 
are arranged in order of magnitude, b and c stand together, anffl 
y and ^ stand together. Hence the quantities h—^ and c—y aonw 
of the same sign, so that theii' product is positive, and thereforw 
D — -C is of the same sign as B—G. J 

If therefore the galvanometer ia made to connect the junction ofj 
the two greatest resistances with that of the two least, and m 
the galvanometer resistance is greater than that of the batter^g 
then the value of J) will be less, and the value of the deflexion on 
the galvanometef greater, than if the connexions are exchanged, t 

The rule therefore for obtaining the greatest galvanometer dafl 
flexion in a given system is as follows : J 

Of the two resistances, that of the battery and that of thj 
galvanometer, connect the greater resistance bo as to join the twa 
greatest to the two least of the four other resistances. 1 

223*.] Wc shall suppose that we have to determine the ratio tm 
the resistances of the conductors AB and AC, and that this is to bfl 
done by finding a point on the conductor BOC, such that wh^ 
the points A and are connected by a wire, in the course of whicn 
a galvanometer is inserted, no sensible deflexion of the galvantJiM 
meter needle occurs when the battery is made to act between Ma 
and (7. j 

The conductor BOC may be supposed to be a wire of uniforan 
resistaEce divided into equal parts, so that the ratio of the resiaM 
ances of ^0 and OC may be read off at once. I 
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Instead of the whole conductor being a uniform wire, we may 
make the part near of such a wire, and the parts on each side 
may be coils of any form, the resistance of which is accurately 
known. 

We shall now use a di£Ferent notation instead of the symmetrical 
notation with which we commenced. 

Let the whole resistjince of BAG be R. 

Let c = mRanib = {l-m}R. 

Let the whole resistance of £0C be S. 

Let ^ = nS and y = (l — «) S. 

The value of « is read off directly, and that of m is deduced from 
it when there is no sensible deviation of the galvanometer. 

Let the resistance of the battery and its connexions be S, and 
that of the galvanometer and its connexions G. 

We find as before 
S= G\SR + £S+IiS}■{.,?l{l-m)S^B + S) + 7i{l-n)S^JB + R) 

+ (m + n-2mn}BBS, 
and if ^ is the current in the galvanometer wire 

In order to obtain the most accurate results we must make the 
deviation of the needle as great as possible compared with the 
value of {ffl — m.y This may be done by properly choosing the 
dimensions of the galvanometer and the standard resistance wire. 

It may be shewn that when the form of a galvanometer wire 
ia changed while its mass remains constant, the deviation of the 
needle for unit current is proportional to the length, but the 
resistance increases as the square of the length. Hence the 
maximum deflexion is shewn to occur when the resistance of the 
galvanometer wire is equal to the constant resistance of the rest 
of the circuit. 

In the present ease, if 8 ia the deviation, 
5 = C V'Gf , 
where C is some constant, and G ia the galvanometer resistance 
which varies as the square of the length of the wire. Hence we 
find that in the value of B, when 5 is a masimum, the part involv- 
ing G must be made equal to the rest of the expression. 

If we also put to = «, as is the case if we have made a correct 
observation, we find the best value of C to 1 

«(i-»)(fi+sV 



I 
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This reeult is easily obtained by considering the reeiBtaDce from 
A to through the sytitem, reoiembering that £C, being conjugate 
to AO, hae no effect on this reaistance. 

In the same way we Bhoold find that if the total area of the 
acting aiirfacea of the battery is given, the most advantageous ar- 
rangement of the battery is when 

R + S 
Finally, we shall determine the value of S such that a given 
change in the value of « may produce the greatest galvanometer 
deflexion. By differentiating the expressioil for f we find 
™_ SB , , 

* =s^(-* + ,7(n:;o)- 

If we have a great many determinations of reeistance to make 
in which the actual resistance has nearly the same value, then it 
may be worth while to prepare a galvanometer and a liattery for 
this purpose. In this case we find that the best arrangement is 

S = E, S=iR, G=2n{\~)i)R, 
and if K = i, G = IE. 



Oh tie Use of TFhealslone'a Bridge. 

224*.] We have already explained the general theory of Wheat- 
stone's Bridge, we shall now consider some of its applications. 




The comparison which can be effected with the greatest 
is that of two equal lesistancea. 
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Let QB suppose that ^ is a standard resistance coil, and that we 
wish to adjust y to he equal in resistance to /3. 

Two other coils, b and c, are prepared whicli are equal or nearly 
equal to each other, and the four coils are placed with their electrodes 
in mercury cups so that the current of the battery is divided 
between two branches, one consiHting of ^ and y and the other 
of h and c. The coils I and c are connected by a wire FR, as 
uniform in its resistance as possible, and furnished with a scale of 
equal parts. 

The galvanometer wire connects the junction of ^ and y with 
a point Q of the nire PR^ and the point of contact at Q ia made 
to vary till on closing first the battery circuit and then the 
galvanometer circuit, no deflexion of the galvanometer needle is 
observed. 

The coils fi and y are then made to change places, and a new 
position ia found for Q. If this new position is the same as the 
old one, then we know that the exchange of fi and y has produced 
no change in the proportions of the resistances, and therefore y 
is rightly adjusted. If Q, has to be moved, the direction and 
amount of the change will indicate the nature and amount of the 
alteration of the length cX the wire of y, which will make its resist- 
ance equal to that of /J. 

If the resistances of the coils b and c, each including part of the 
wire FR up to its zero reading, are equal to that of I and c divisions 
of the wire respectively, then, if a; is the scale reading of Q, in the 
first case, and y that in the second, 

b-x y' b-y /3' 
whence 2^ _ i 4. (^ + g)(j'-^) 

Since b—y is nearly equal to e+3!, and both are great with 
respect to x or y, we may write this 

^ = I + 4^^, I 

^^ 6 + c I 

and 



I 



^=H'+=s-:)- 



When y is adjusted as well as we can, we substitute for b and 
other coils of (say) ten times greater resistance. 

The remaining difibrenco between /3 and y will now prodi 
a ten times greater diSerence in the position <^ CitW-B.-^ri^' 
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original coils h and r, and in this way we can continually i 
the acconicy of the comparison. 

The adjustment by means of the wire with eliding contact piece 
is more quickly made than by means of a resistance box, and it ie 
capable of continuous variation. 

The battery must never be introduced instead of the galvano- 
meter into the wire with a sliding contact, for the passage of a 
powerful ouiTent at the point of contact would injure the eurface 
of the wire. Hence this arrangement is adapted for the case in 
which the resistance of the galvanometer is greater than that of the 
battery. 

When y, the resistance to be measured, a, the resistance of the 
battery, and o, the resistance of the galvanometer, are given, the 
best values of the other resistances have been shewn by Mr. Oliver 
Heaviside {P&il. Mag., Feb. 1873) to be 



Tkomioa's* Iihliod for ihe Deferminatlon of He Emstance of I 
the Galvanometer. 

225*.] An arrangement similar to Wheatstone's Bridge has been' 
employed with advantage by 
Sir W. Thomson in determin- 
ing the resistance of the gal- 
vanometer when in actual use. 
It was auggosted to Sir W. 
Thomson by Manee'a Method. 
{See Art. 22G.) 

Let the battery be placed, 
as before, between B and C 
in the figure of Article 221, 
but let the galvanometer be 
placed in CA instead of in 
OA. If h^ — ey is zero, then 
the conductor OA \b conjugate 
to JiC, and, as there is no cur- 
rent produced in OA by the battery in BC, the streugth of the 
current in any other conductor is independent of the resistance 

- Proc. as., Jm. IB, 1871, 
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in OA. Hence, if the galvanometer is placed in CA its deflexion 
will remain the same whether the resistance of OA is small or 
g^eat. We therefore observe whether the deflexion of the galvano- 
meter remains the same when and A are joined by a conductor 
of small resiatance, as when this connexion is broken, and if, by 
properly adjusting the resistances of the conductors, we obtain this 
result, we know that the resistance of the galvanometer is 



where c, y, and ^ are resistance coils of known resistance. 

It will be observed that though this is not a null method, in the 
sense of there being no cun'ent in the galvanometer, it is so in 
the sense of the fact observed being the negative one, that the 
deflexion of the galvanometer is not changed when a certain con- 
tact is made. An observation of this kind is of greater value 
than an observation of the equality of two different deflexions of 
the same galvanometer, for in the latter ease there is time for 
alteration in the strength of the battery or the sensitiveness of 
the galvanometer, whereas when the deflexion remains constant, 
in spite of certain changes which we can repeat at pleasure, we are 
sure that the current is quite independent of these changes. 

The determination of the resistance of the coil of a galvanometer 
can easily be efiected in the ordinary way of using Wbeatstone's 
Bridge by placing another galvanometer in OA. By the method ■ 
now described the galvanometer itself is employed to measoie its 
own resistance. 



Mance's * MetMi of determining the Resistance of the Battery, 

226*.] The measurement of the resistance of a battery when in ' 
Bction is of a much higher order of difficalty, since the resistance 
of the battery is found to change considerably for some time after 
the strength of the current through it is changed. In many of the 
methods commonly used to measure the resistance of a battery such i 
alterations of the strength of the current through it 6ecur in the i 
course of the opemtions, and therefore the results are rendered | 
doubtful. 

In Mance's method, which is free from this objection, the battery I 
is placed in BC and the galvanometer in CA. The < 
between and B is then alternately made and broken. 
• Free. S. 8., Jan. 19, 1871- 
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If the deflexion of the galvanometer remaina unaltered, we know 
that OB is conjugate to CA, whence cy = aa, and a, the reststance 
of the battery, is obtained in terms of known resistances e, y, a. 

When the condition cy = aa\s fulfilled, then the caire nt throni 
the galvanometer is 



Ea 



' ia + f (4 + o + y) 
and this is independent of the resistance ^ between and H. To 
test the seofiibility of the method let ns eappose that the condition 
cy = aa\B nearly, but not accurately, fulfilled, and that y^ is the 
coirent through the galvanometer when and B are connected 




Fig. 51. 

by a conductor of no sensible resistance, and y, the current when 
and B are completely disconnected. 

To find these values we must make j3 equal to and to -oo in t 
general formula for y, and compare the results. 

In this way we find 

y j,(^ + „)(a + y)' 

where y„ and y-^ are supposed to be so nearly equal that we may. 
when their difference is not in question, put either of them equal 
iay, the value of the current when the adjustment is perfect. 

The resistance, c, of the conductor AB should be equal to a, 
that of the battery, a and y, should be equal and as small as 
possible, and h should be equal to a + y. 

Since a galvanometer is most sensitive when its deflexion is 
small, we should bring the needle nearly to zero by means of fixed 
magnets before making contact between and B. 

In this method of measuring the resistance of the batteiy, the 
current in the battery is not in any way interfered with during the 
operation, so that we may ascertain its resistance for any given 
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strength of current, so as to determine how the strength of current 
aSeete the resistance. 

Ify is the current in the galvanometer, the sctna] current through 
the battery is ir^ with the key down and «j with the key ap, where 

the resistance of the battery is 



and the electromotive force of the battery is 



E=^(6 + 



;(*+ 



The method of Art. 225 for finding the resistance of the galva- 
nometer differs from this only in making and breaking contact 
between and A instead of between and £, and by exchanging 
a and ^ we obtain for this case 



Oh He Comparison of Electromotive Forces. 

227*.] The following method of comparing the electromotive 
forces of voltaic and thermoelectric arrangements, when no current 
passes through them, requires only a set of resistance coils and a 
constant battery. 

Let the electromotive force E of the battery be greater than that 
of either of the electromotors to be compared, then, if a sufficient 




ii diminiBhed or increMed by rusing or depresung tlie key. 



and 
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reeiataiice, S,, be interposed between the points A^, B^ of the 
primary circuit EBiJjE, the electromotive force from fi, to Ai 
may be made eqoal to that of the electromotor ffj. If the elec- 
trodes of this electromotor are now connected with the points 
A^, B^ no current will flow through the electromotor. By placing^ 
a galvanometer £?, in the circuit of the electromotor E^, and 
adjusting the resistance between J^ and i?,, till the gab 
G, indicatee no current, we obtain the equation 

E^ = R^C, 
where B^ is the resistance between A^ and By , and C is the strenj 
of the current in the primary circuit. 

In the same way, by taking a second electromotor E^ and placing 
its electrodes at A^ and B2, bo that no current is indicated by the 
galvanometer G.. , 

E.,= B,C, 

where B^ is the resistance between A,^ and B^. If the observations 
of the galvanometers (?, and G^ are simultaneous, the value of C, 
the current in the primary circuit, is the same in both equations, _ 
and we find ^E 

E^:E.::R^: 7?,. ■ 

In this way the electromotive force of two electromotors may be ^^ 
compared*. The absolute electromotive force of an electromotor 
may be measured either electrostatically by means of the electro- 
meter, or electromagnetically by means of an absolute galvantn 

This method, in which, at the time of the comparison, there 
is no carrent through either of the electromotors, is a modification 
of PoggendorlTs method, and is due to Mr. Latimer Clark, who 
has deduced the following values of electromotive forces : 



DanieUl. Amalgamated Zino H, SO, + 1 aq. Cu SO, Copper 

II. „ H,S0,+ 12«q. CuSO, Copper 

III. „ H,SO. + 12 aq. Cn2 [NO3) Copper 
-BuMBii I. „ „ „ HNOj Carbon =1.9e( 

II. „ ,, „ flp, g. 1. 38 Carbon —1-81 

Urotii „ H,SO,i- 4 »q. HNOj PlatinQm = 1.96 

* [Any number of batterieH may ba i^ampared. by tbabelp of only one ^ 
if one pole of each battery is connected with the same electrode of the galvaiioi 
the other pale^ bsing conneated through Beparate keye to points A,, A,, &c. upon 
the wire and the kejg being depiessed one at a time but in rapid aaoceeiiioa.] 



CHAPTER XIII. 

ON THE EU:CTKIC RESISTANCE OF SUBSTANCES. 

228*,] There are three classes in which we may place different 
enbstanceB in relation to the passage of electiicity through them. 

The first class contains all the metals and their alloys, some 
snlphnrets, and other componnds containing metals, to which we 
must add carbon in the form of gas-coke, and selenium in the 
crystalline form. 

In all these substances conduction takes place without any , 
decomposition, or alteration of the chemical nature of the substance, 
either in its interior or where the enrrent entei"s and leaves the 
body. In all of them the resistance increases as the temperature 



The second class consists of aubstaDces which are called electro- 
lytes, because the current is associated with a decomposition of 
the substance into two components which appear at the electrodes. 
As a rule a substance is an electrol3^^e only when in the liquid 
form, though certain colloid substances, such as glass at 100°C, 
which are apparently solid, are electrolytes. It would appear from 
the experiments of Sir E. C. Brodie that certain gases are capable 
of electrolysis by a powerful electromotive force. 

In all substances which conduct by electrolysis the resistance 
diminishes as the temperature rises. 

The third class consists of substances the resistance of which is 
so great that it is only by the most refined methods that the 
passage of electricity through them can be detected. These are 
called Dielectrics. To this class belong a considerable number 
of solid bodies, many of which are electrolytes when melted, 
liquids, such as turpentine, naphtha, melted paraffin, &c., and all 
gases and vapours. Carbon in the form of diamond, and selenium 
in the amorphous form, belong to this class. 

The resistance of this class of bodies ia enormous coIa^a.«'4i"^^^^ 
_tb»t o£ the metals. It diminiahes as ^ke teta'jeTO.'i.vH*! 
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is difficult, on account of the great resistance of these subtitaiu 
to determine whether the feeble current which we can force throqj 
them is or U not associated with electrolysis. 

Qii the Ehclric Regktance of Mvtah. 

229*.] There ia no part of electrical research in which 
numerouB or more accurate csperimenta h.ne been made than i 
the determination of the resistance of metals. It is of the utmost 
importance in the electric telegraph that the metal of which the 
wires are made shonld have the smallest attainable resistance. 
Measurements of resistance must therefore he made before selectiiig 
the materials. When any fault occurs in the line, its position ib 
at once ascertained by meaBurementa of resistance, and these mea- 
surements, in which bo many persons are now employed, require 
the nse of resistance coils, made of metal the electrical properti es \ 
of which have been carefully tested. ^^^^k 

The electrical properties of metals and their alloys have bt^^^^H 
stndied with great care by MM. Matthieasen, Vogt, and HooklS^I^^ 
and by MM. Siemens, who have done so much to introduce exact ' 

electrical measurements into practical work. 

It appears from the researches of Dr. Matthiessen, that the eflfect 
of temperature on the resistance is nearly the same for a considerable 
number of the jiure metals, the resistance at lOO'C being to that 
at 0°C in the ratio of 1.414 to 1, or of 1 to .707. For pure iro^^^J 
the ratio is I.64S, and for pure thallium 1.458. ^^^H 

The resistance of metals haij been observed by Dr. C. W. Siemea^^^^f 
through a much witter range of temperature, extending from tb^^^^ 
freezing point to 350'C, and in certain cases to lOOO'C. lie finds 
that the resistance increases as the temperature rises, but that the 
rate of increase diminishes as the temperature rises. The formula, 
which he finds to agree very closely both with the lesistaneea 
observed at low temperatures by Dr. Matthiessen and with his 
own observations through a range of 1000°Ci is 

r = ar44-/3Z'+y, 
where T is the absolute temperature reckoned from — 273°C, aq 
a, ^, y are constants. Thus, for 

Platinum r^ O.OSOacgri + 0. 002164077-0. 2413, 

Copper r= 0.02667771 + 0.00314437' -0.22751, 

Iron r= 0.O725457'* + O.0038I332' —1.23971. 
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From data of this kind the temperature of a furnace may be 
determined by means of an observation of the resistance of a 
platinum wire placed in the furnace. 

Dr. Matthiessen found that when two metals are combined to 
form an alloy, the resistance of the nlloy is in most cases greater 
than that calculated from the resistance of the component metaJs 
and their proportions. In the case of alloys of gold and silver, the 
resistance of the alloy is greater than that of either pure gold or 
pure silver, and, within certain limiting proportions of the con- 
stituents, it varies very little with a slight alteration of the pro- 
portions. For this reason Dr. Matthiessen recommended an alloy 
of two parts by weight of gold and one of silver as a material 
for reproducing the unit of resistance. 

The effect of change of temperature on electric resistance is I 
generally less in alloys than in pure metals. 

Hence ordinary resistance coils are made of German silver, on I 
account of its great resistance, and its small variation with tem- | 
perature. 

An alloy of silver and platinum is also used for standard coils. 

230*.] In the following table R is the resistance in Ohms of a 
column one metre long and one gramme weight at O'C, and r is 
the resistance in centimetres per second of a cube of one centi- 
metre, according to the experiments of Matthiessen*. 

Pmentege 



tmvily 



&t 2(i=C. 



Silver 10.50 hard drawn 0.16B9 1609 

Copper B-S5 hard drawn 0HS9 1612 0-388 

Gold 19-27 Lard drawn O.«60 215i 0-365 

Lead 11-391 preasad 2-267 19847 0-387 

Mercnry 13-695 liqnid " 13-071 96U6 0-072 

Gold 2, SUver 1 ... 15-218 hard or ojinealed 1-868 10988 0-065 

Seleiuum at 100°C CryBttullioa form 6 x 10" 1-00 

It appears from the researches of Matthiessen and Hockin that 
the resistance of a uniform column of mercury of one metre in 
length, and weighing one gramme at O'C, is 13,071 Ohms, whence 
it follows that if the specific gravity of mercury is 13-5D5, the 
resistance of a column of one metre in length and one square ■ 
millimetre in section is 0,96146 Ohms. 

• Fhil. Mag., May, 1865- 
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231*.] The mcasnrement of the electric resistance of electroljrteB 
is rendered diflictilt on account of the polarization of the electrodes, 
which causetj the observed difi'erenee of poteotiak of the metallic 
electrodea to be g:reat«r than the electromotive force which tictualln 
produces the current. J 

This difficulty can be overcome in Tarions ways. In cerbain 
cases we can get rid of polarization by using electrodes of proper 
material, as, for iostance, zinc electrodes in a Eolution of salpbate 
of zinc. By making the surface of the electrodee very large com- 
pared with the section of the part of the electrolyte whose resist- 
ance is to be measured, and by using only currents of short duration 
in opposite directions alternately, we can make the measurementB 
before any considerable intensity of polarization has been excited: 
by the passage of the current. 

Finally, by making two different experiments, in one of which 
the path of the current through the electrolyte is much longer than 
in the other, and bo adjusting the electromotive force that the 
actual current, and the time during which it flows, are nearly the 
same in each cose, we can eliminate the effect of polarizatioQ, 
altogether. 

232*.] In the experiments of Dr. Paalzow* the electrodes were 
in the form of large disks placed in separate flat vessels filled with 
the electrolyte, and the connexion was made by means of a long 
siphon filled with the electrolyte and dipping into both vesselSi' 
Two such siphons of diflerent-lengths 

The observed resistances of the electrolyte in these siphoi 
being i?, and T^^, the siphons were next filled with mercury, ant 
their resistances when filled with mercury were found to be M, 
and HI. 

The ratio of the resistance of the electrolyte to that of a mi 
of mercury at 0°C of the same form was then found iroi 
formula 

To deduce from the values of p the resistance of a centimetre in J 
■ Berlin Moaatj^Erickt, July, 1 



i 
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length having; a eection of a square centimetre, we must multiply 
them by the value of r for mercury at CC. (See Art. 230.) 
The results given by Paalzow are as follow : 

Miilures of Sulphuric Acid and Walir. 



H,80. 15''C B6050 

M,SO. + H H'O Ifl^C U157 

H,SO, + 13 WO 22°0 13310 

H.SO. + 409 H^ a3°C 18*773 

Sulphate of Zwu and Water. 

ZnSO. + 33 H'O 23'VD IBHOO 

ZnSO, + 24 H'O 23°G ISIOOO 

ZnSO. + 105 H^ 23'=C 351000 

Sulphate of Coipper and Wafer. 

CuSO. + 45 H'O 22^C 202410 

CnSO, + 105 H'O 23°C 339341 

Sulphate of Magneeium and iTater. 

MgSO.t- 3iH'0 22°C 1BB180 

MgSO. + 107 ffO 22°C 321ti00 

BydroAloric Acid and Waltr. 

HCl + 15 H'O 23°C 13826 

Ha +500 H'O 23''C 86679 

233*.] MM. F. Kohlrausch and W. A. Nippoldt* have de- 
termined the resistance of mistures of sulphuric acid and water. 
They used alternating magneto -electric currents, the electromotive 
force of which varied from 5 to yV of that of a Grove's cell, and 
by means of a thermoelectric copper-iron pair they reduced the 
electromotive force to tubVso "^^ ^^^ of a Grove's cell. They found 
that Ohm's law was applicable to this electrolyte throughout the 
range of these electromotive forces. 

The resistance is a minimum in a mixture containing ahout one- 
third of sulphuric acid. 

The resistiance of electrolytes diminislies aa the temperature 
increases. The percentage increment of conductivity for a rise of 
i°C is given in the following table : 

• Pop5'.^BB.CKKvUi,5,'i&6,0'A.\S,ft^. 
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1-3547 
1.39S4 
1.4482 
1-502S 

On tie Eledrical JRetUfance of Dielectrics. 

234*.] A great number of determi nations of the reostaacs i 

gut.ta-percha, and other materials used aa insulating media, in the 
manufacture of telegraphic cables, have been made in order to 
ascertain the value of these materials as insulators. 

The tests are g-enerally applied to the material after it has been 
used to cover the conducting wire, the wire being used as one 
electrode, and the water of a tank, in which the cable is plunged, 
as the other. Thus the current is made to pass through a cylin- 
drical coating- of the insulator of greater area and small thickness. 

It is found that when the electromotive force begins to act, the 
current, as indicated by the galvanometer, ia by no means constant. 
The first effect is of course a transient current of considerable 
intensity, the total quantity of electricity being that required to 
change the surfaces of the insulator with the superficial distribution 
of electricity corresponding to the electromotive force. This first 
current therefore is a measure not of the conductivity, but of the 
capacity of the insulating layer. 

But even after this current has been allowed to subside the 
residual current ia not constant, and does not indicate the true 
conductivity of the subBtance. It is found that the current con- 
tinues to decrease for at least half an hour, so that a determination 
of the resistance deduced from the current will give a greater value 
if a certain time is allowed to elapse than if taken immediately 
after applying the battery. 
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Thus, with Hooper's inaulating- material the apparent resistance 
at the pud of ten miiiutea was foar times, and at the end of 
nineteen hours twenty-three times that observed at the end of 
one minute. When the direction of the electromotive force is 
reversed, the resistance falls as low or lower than at first and 
then gradually rises. 

These phenomena seem to be due to a condition of the gutta- 
percha, which, for want of a better name, we may call polarization, 
and which we may compare on the one hand with that of a series 
of Leyden jars charged by cascade, and, on the other, with Ritter'a 
secondary pile. 

If a number of Leyden jars of great capacity are connected in 
aeries by means of conductors of great resistance (such as wet 
cotton threads in the experiments of M, Gaugain), then an electro- 
motive force acting on the series will produce a current, as 
indicated by a galvanometer, which will gradually diminish till 
the jars are fully charged. 

The apparent resistance of such a series will increase, and if the 
dielectric of the jars is a perfect insulator it will increase without 
limit. If the electjomotive force be removed and connexion made 
between the ends of the series, a reverse current will be observed, 
the total quantity of which, in the case of perfect insulation, will be 
the same as that of the direct current. Similar effects are observed 
in the case of the secondary pile, with the difference that the final 
insolation is not so good, and that the capacity per unit of surface 
is immensely greater. 

In the case of the cable covered with gutta-percha, &c., it is 
found that after applying the battery for half an hour, and then 
connecting the wire with the external electrode, a reverse current 
takes place, which goes on for some time, and gradually reduces 
the system to its original state. 

These phenomena are of the same kind with those indicated 
by the ' residual discharge ' of the Leyden jar, except that the 
amount of the polarization is much greater in gutta-percha, &c, 
than in glass. 

This state of polarization seems to be a directed property of the 
material, which requires for its production not only electromotive 
force, but the passage, by displacement or otherwise, of a con- 
siderable quantity of electricity, and this passage requires a con- 
siderable time. When the polarized state has been set up, there 
is an internal electromotive force acting 'm fee S'cfti^sasi.wa S 
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reverse direction, which will continue till it hua either produced 
s reversed current equal in total quantity to the first, or till the 
etate of polarization haa quietly subgided by means of true con- 
duction through the enhstance. 

The whole theory of what has been called residual dischai^, 
absar])tion of electricity, electrification, or polarization, dcaervee 
a careful investigation, and will probably lead to important die- 
coveries relating to the internal etnictnre of bodies. 

235*.] The resistance of the greater number of dielectrics di- 
minishes as the temperature rises, 

Thus the resistance of gutta-percha is about twenty times as great 
at 0*^C as at 24°C. Messrs. Bright and Clark have found that the 
following formula gives results agreeing with tiieir experiments. 
If r is the resistance of gutta-percha at temperature T centigrade, 
then the resistance at temperature T+ 1 will be 

.H=7-x 0.8878", 
the number varies between 0.8878 and 0,9. 

Mr, Ilockin has verified the curious fact that it is not until some 
hours after the gutta-percha has taken its temperature that the 
resistance reaches its corresponding value. 

The efiect of temperature on the resistance of india-rubber is not 
BO great as on that of gutta-percha. 

The resistance of gutta-percha increases considerably on the ap- 
plication of pressure. 

The resistance, in Ohms, of a cubic metre of various specimeni 
gutta-percha used in different cables is as follows*. 

Name of Cable. 

Ked Sea 267x 10'Ho.362x 10" ■ 

Malta-Alexandria 1.23 x 10" 

Persian Gulf 1.80 x 10"* 

Second Atlantic 3.42x10" 

Hooper'BPer8ianGulfCore...74.7 x 10" 
Gutta-percha at 24'C 3.53x10" 

236*.] The following table, calculated from the ejcperimenta of 
M. Bufi't, shews the resistance of a cubic metre of glass in Ohm* 
at different temperatures : 
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TecopenitQre. 
200"C 
250° 
300° 
360" 



Resistance. 

227000 

13900 

1480 

1035 

400° 735 

237*.] Mr. C, F. Varley* has recently investigated the conditioua 
of the current throug-h rarefied gases, and finds that the electro- 
motive force E is equal to a constant H^ together with a part 
depending on the current according to Ohm's LaWj thus 

For instance, the electromotive force required to cause the 
current to begin in a certain tube was that of 323 Daniell'a cells, 
but an electromotive force of 304 cells was just sufficient to 
maintain the current. The intensity of the current, as measured 
by the galvanometer, was proportional to the number of cells above 
304. Thns for 305 cells the deflesion was 2, for 306 it was 4, 
for 307 it was 6, and so on up to 380, or 304 + 76 for which the 
deflexion was 150, or 76 x 1.97. 

From these experimenta it appears that there is a kind of 
polarization of the electrodes, the electromotive force of which 
is equal to that of 304 Daniell's cells, and that up to this electro- 
motive force the battery is occupied in establishing this state of 
polarization. When the maximum polarization is established, the 
excess of electromotive force above that of 304 cells is devoted to 
maintaining the current according to Ohm's Law. 

The Law of the current in a rarefied gas is therefore very similar 
to the law of the current through an electrolyte in which we have 
to take account of the polarization of the electrodes. 

In connexion with this subject we should study Thomson's re- 
Bultsf , in which the electromotive force required to produce a spark 
in air was found to be proportional not to the distance, but to the 
distance together with a constant quantity. The electromotive 
force corresponding to this constant quantity may he regarded as 
the intensity of polarization of the electrodes. 

238*.] MM. Wiedemann and Riihlmann have recently X investi- 
gated the passage of electricity through gases. The electric current 
was produced by Iloltz's machine, and the discharge took place 

• froe, H. S„ Jan. 12,1871. 
t \Froc. R. a., 1860, or Reprint, chap. lii.] 
i StriekU dtr Kdaigl. SOahi. OaeOieha/i, Dot. 30, 1871- 
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between spherical electrodes within a metallic vessel containing 
rarefied gas. The dieeharge was in general disoon tin nous, and the 
interval of time between Biiccessive discharges was measured by 
tneana of a mirror revolving along with the asis of Holtz's machine. 
The images of the eeries of diBchargea were observed by means of 
a lieliomet*r with a divided object-glass, which was adjusted till 
one itnag« of each dischai^ coincided with the other imag« of 
the next discharge. By this method very consistent results were 
obtained. It was found that the quantity of electricity in each 
discharge is independent of the strength of the current and of 
the material of the electrodes, and that it depends on the nature 
and density of the gas, and on the distance and form of the 
electrodes. 

These researches confirm the statement of Faraday* that the 
electric tension (see Art. 46) required to cause a disruptive discharge 
to begin at the electrified surface of a conductor is a little less 
when the electrification is negative than when it is positive, but 
that when a discharge does take place, much more electricity passes 
at each discharge when it begins at a positive surface. They also 
tend to support the hypothesis, that the stratum of gas condensed 
on the surface of the electrode plays an important part in the 
phenomenon, and they indicate that this condensation is greatest 
at the positive electrode. 

Nole OH JFheattione't Bridge. 

[The following method of determining the current in the Gal- 
vanometer of Wheatstone's Bridge was given by Professor Maxwell 
in his last course of lectures, and is a good illustration of the method 
of treating a system of linear conductors. It has been communicated 
to the present editor by Professor J. A. rieming of University 
College, Nottingham, The method simply assumes Ohm's Law for 
each conductor, and that the whole electromotive force around a 
linear circuit is the sum of the electromotive forces in the several 
conductors forming the circuits, and therefore equal to the sum of 
the products of the resistance of each conductor and the cui'rent 
flowing in it, the currents being taten in cyclic order. 

Let P, Q, S, E, G and B (Fig. 53) denote the resistances in the 
several conductors forming the bridge, and let them be arranged as 
indicated in the figure. Now the six conductors may be considered 
• Sip, Eet., 150]. 
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as forming three independent circuits viz. : — PGQ, BSG, and QSB. 
Let oe +y, y and z denote the currents in these circuits respectively, 
each current being considered as flowing in the directions indicated 
by the arrows. Then the actual current in Q is z—x^y, that in 
S is z—y and that in 6, is a?, and the electromotive force between 




Fig. 53. 

the ends of Q is Q {z — y—op) and so on for the other conductors. 
Of the three circuits specified above the E. M. P. in the first two is 
zero while that in the third is B, the electromotive force of the 
battery. Hence, applying Ohm's Law to each circuit in order we 
have 



(P+ (?+ Q)x+y- Gy^ Qz = 

{R+S+G)y -Sz-^Gx+yj=0 
{Q + S+£)z -Sy-^qJ^^E 



(I) 



or 



(P+ (?+ (2)a? + (P+ (2)y- qz^o 
^Gx +{R + S)y-Sz = 
-qx ~ (iS+ (2)y + ((2 + iS+P)^ = E 

Solving for x we obtain 



(II) 



E 



x = 



p±q^-q 

R + S, -S 



_ E{qR-PS) 

"" A 

where A is the determinant of the system of equations (II). 

The condition for no current in the galvanometer is a? = 0, or 
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To obtain the current equations, (I), the rule is — 

* Multiply each cycle sign (i. e. current) by the sum of all the 
resistances which bound that cycle, and subtract from it the sign 
of each neighbouring cycle multiplied by the resistance separating 
the cycles, and equate the result to the E. M. F. in the cycle.' 

It will be seen that the method is a simple application of 
KirchhoflTs second law, but the above rule is very convenient 
in its application.] 
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